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VARICAM VARICAM 


aK AVE ULTRA AVE ULTRA 
VariCam 35 VariCam HS 
4K Camera Recorder 2/3-type HD Camera Recorder 
Foxpresspurpax2 J microP2 x2 Foxpresspup2x2 _microP2 x2) 


Revolutionizing the way Emotion is Created. Revolutionizing the way Action is Captured. 
VariCam Look & Dailies in Camera. High Speed Recording up to 240 fps. 
e 14+ stops of latitude and Dual Native ISO. e 14 stops of latitude, “F REC” and “V-Log” gamma. 
e 4K/UHD-VFR recording: 1 fps to 120 fps.*! e¢ Maximum 240 fps VFR recording: 1 fps to 240 fps. 
© AVC-Intra4k recording (4:4:4 12 bit*'*?, 4:2:2 10 bit). Visually loss-less quality codec AVC-Intra200.*' 
e Connectable with CODEX V-RAW recorder.” e In-camera Color Grading function. 
e In-camera Color Grading function. e For HD recording, Apple ProRes support in 
e For HD recording, Apple ProRes support in addition to AVC-ULTRA.*"** 

addition to AVC-ULTRA.*'*8 e Dual codec recording as Main (HD) and Sub (HD/ 
e Dual codec recording as Main (4K/UHD/2K*"/HD) Proxy). 


and Sub (2K/HD/Proxy). 


VariCam Modular System AU-VSHL1G 
Shoulder Mount Module 
AU-V35C1G AU-VCVF1G 
4K Camera Module Electronic HD Color View Finder 
AU-V23HS1G AU-XP0256AG 
2/3 type HD Camera Module Memory Card “expressP2 card” (256 GB model) 
AU-VREC1G AU-XPD1 


Recording Module Memory Card Drive “expressP2 card drive” 


AG-3DP1G 


An Integrated Twin-lens Camera Recorder for 
Broadcast-Level 3D. 


e 17x HD twin-lens system covers a wide 
shooting range. 

¢ 3D assist functions for reliable and convenient 
3D shooting. 

e AVC-Intra codec records 1920 x 1080 full-pixel HD 
3D with 10 bit 4:2:2 full sampling to deliver stunning 
image quality. 


PROFESSIONAL 


*Pictures are the example of the configuration using options. 

“1: To be supported by firmware upgrade. For details, please visit Panasonic website (http://pro-av.panasonic.net/). *2: Up to 30p of frame rate. 

*3: ProRes is licensed from Apple Inc. The ProRes codec component is licensed from ATOMOS. *4: 60i, 60p, 24p, and 30p are actually recorded in 59.94i, 
59.94p, 23.98p, and 29.97p, respectively. 
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AJ-PX5000G 
Pe cardslotx? J _microPZ card siotx2 [Network 


High-End Camera Recorder with Both 
High-Quality Shooting and Network Operation. 


¢ 1080/60p* (50p) progressive image recording. 

e F12 (69.94 Hz) or F13 (50 Hz) high sensitivity. 

e AVC-Intra*' or AVC-LongG high-quality images and 
dual codec recording of AVC-Proxy. 

e Wired LAN/wireless LAN*®, 4G/LTE** network 
function. 


AJ-PX8006 AVC ULTRA 


AJ-PX800GH: Bundled with AG-CVF15G Color LCD Viewfinder 
AJ-PX800GF: Bundled with AG-CVF15G Color LCD Viewfinder 
and FUJINON 16x Auto Focus Lens 


2/3-type Lens J 2/3-' ee 3M0S 24 bit itty 
P2cardslotx2 Jn 


The World's ae 2/3 type se Sheraton 
HD Camera-Recorder with Three Image Sensors . 


e F12 (69.94 Hz) or F13 (50 Hz) high sensitivity. 

e 10 bit/4:2:2 sampling images, high-quality 24 bit audio. 

e AVC-Intra or AVC-LongG high-quality images and 
dual codec recording of AVC-Proxy. 

¢ Wired LAN/wireless LAN*®, 4G/LTE*® network 
function. 
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AJ-HPX3100G 


2/3-type Lens ES -type 3ccD 24 bit Audio 
P2cardslotx2 | m 


High-End Performance ina Compace Lightweight 
Design. Enhances Mobility for ENG. 


e A low profile body offers unobstructed views, light 
weight and low power consumption. 

e Full-HD (1920 x 1080) resolution, high sensitivity 
and low noise. 

© 10 bit/4:2:2 sampling images, high-quality 24 bit audio. 

¢ High-resolution Proxy video recording (option). 

e Wireless LAN*® network function. 


AG-HPX610” 


AG-HPX610PJH/EJH: Bundled with AG-CVF15G Color LCD Viewfinder 
AG-HPX610PJF/EJF: Bundled with AG-CVF15G Color LCD Viewfinder 
and FUJINON 16x Auto Focus Lens 


2/3-type Lens jj 2/3-type 1MOS 
P2 card slot x 2 nicroP2 ca 


High Cost-Performance System with Expandable 
Functions Meets Needs in a Wide Range of Uses. 


e F12 (69.94 Hz) or F13 (50 Hz) high sensitivity. 

¢ Proxy video recording, wired/wireless LAN,*® and 
playlist editing.*" 

¢ Optional production package: Variable frame rate 
shooting and 24PsF output. 


*5: For a wireless LAN connection, the AJ-WM30 Wireless Module is required. *6: For a 4G/LTE connection, you may need to update firmware. For details, please 
visit Panasonic website (http://pro-av.panasonic.net/). *7: Requires the optional AJ-P2AD1G Memory Card Adapter to use the microP2 card. *8: For a 2/3-type 
shoulder-type HD camera-recorder with three sensors (as of December 2014). *9: Package model only. *10: Requires the activation of bundled AG-SFU601G 
Upgrade Software Key. *11: Requires the optional AG-SFU604 Upgrade Software Key and AG-YDX600G Video Encoder Board. 


The use of DCF Technologies is under license from Multi-Format, Inc. 
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AG-HPX370 series AJ-PX270 


AVE ULTRA 


(AG-HPX370/371/372/374) 


2/3-type Lens | 1/3-type 3M0S 
P2 card slot x 2 microP2 card supported** 


High-Quality Images in a Lightweight, Mobile, 
Compact Body and High Cost-Performance. 


¢ Fujinon 1/3 type 17x zoom lens bundled. 

e High-sensitivity and smear-less image, as with 
larger imagers. 

¢ HD multi-format: 1080/24p/25p/30p/50i/60i, 
720/24p/25p/30p/50p/60p.*" 

e Variable frame recording (in 720p). 


AG-HPX255 


Integrated Lens System | 1/3-type 3MOS 
P2 card slot x 2 microP2 card supported*® 


A High-Performance Handheld with Remote 
Terminal System Capability for Multi-Camera 
Shooting. 


e 22x zoom lens with three manual operation rings. 


¢ Full-HD (1920 x 1080) resolution, 10 bit/4:2:2 
sampling images of AVC-Intra codec. 

e Variable Frame Rate function enhances image 
expression. 

e Camera remote capabilities with the optional 
AG-EC4G Extension Control Unit. 


*Pictures are the example of the configuration using options. 


Integrated Lens System jf 1/3-type 3M0S 24 bit Audio 
P2 card slot x 1 microP2 card slotx2 [Network — | 


Featuring Superb Image Quality, Functionality and 
Operability Matching Shoulder-Type Cameras. 


e 22x zoom lens with three manual operation rings. 

© Switches and controls designed to match shoulder- 
type usability. 

e AVC-Intra*? or AVC-LongG high-quality images and 
dual codec recording of AVC-Proxy. 

¢ Wired LAN/wireless LAN**/4G/LTE* network 
function. 

e Variable Frame Rate Supporting 1080p. 


AG-HPX250 


Integrated Lens System j 1/3-type 3M0S 
P2 card slot x 2 microP2 card supported*® 


High-Powered Lens, High Sensitivity and High 

Quality. A Handheld Camera for Broadcasting. 

e 22x zoom lens with three manual operation rings. 

e Full-HD (1920 x 1080) resolution, 10 bit/4:2:2 
sampling images of AVC-Intra codec. 

e Variable Frame Rate function enhances the image. 


*1: 60i, 60p, 24p, and 30p are actually recorded in 59.94i, 59.94p, 23.98p, and 29.97p, respectively. *2: To be supported by firmware upgrade. For details, please 
visit Panasonic website (http://pro-av.panasonic.net/). *3: For a wireless LAN connection, the AJ-WM30 Wireless Module is required. *4: For a 4G/LTE 
connection, you may need to update firmware. For details, please visit Panasonic website (http://pro-av.panasonic.net/). *5: Requires the optional AJ-P2AD1G 


Memory Card Adapter to use the microP2 card. 
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AJ-HPD2500 


Pretwork J AVCHD J Anaiogvo J sbi aEseau 
Te-sata J us620 J ms-422n J as-2az0 J Parales | AC) 


P2 Deck Enhances Broadcasting Workflow with 
Versatile Editing, Transmission and Networking 
Functions. 


e AVC-Intra, DVCPRO HD and AVCHD" rec/play 
capability. 

¢ Gigabit-Ethernet-compatible server/client function 

e Easy manual on-air transmission with one-clip 
playback and GUI hold. 

e Playing*’ and copying at high speed to an external 
eSATA/USB hard disk drive. 


ena 


AJ-PD500 AVL ULTRA 
Network J AVCHD J 3G-spl | AES/EBU] HDMI | 
r usB 3.0/2.0 | RS-422A J Parallel AC/DC } 


From Mastering to Network Solutions, a Half- 
Rack Size Recorder for a High-Quality, High- 
Speed Workflow. 


© AVC-Intra*?, AVC-LongG, AVC-Proxy recording and 
AVCHD* playback capability. 

¢ Gigabit-Ethernet-compatible client function. 

Playlist editing via LAN.*? 

e Wide range of interfaces, including USB 3.0, 
3G-SDI and HDMI. Homi 
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AJ-HPM200 


F P2 card slot x6 microP2 card supported 
Pnetwork [AVCHD J Analog vo J sbi AEsiesu ] 
e-sata J us620 J recera94 J ns-i22n J AC/0C_} 


P2 Mobile Suits Wide Use — In OB Vans, on 
Desktops and in Studios. 


e AVC-Intra, DVCPRO HD and AVCHD* rec/play 
capability. 

© Gigabit-Ethernet-compatible server/client function. 

e Intuitive non-linear editing operation using 
VTR-like GUI. 

¢ Playing*’ and copying at high-speed to an external 
eSATA/USB hard disk drive. 


AG-HPD24 


P2 card slot x 2 24 bit Audio 
Psor J wom J uss 3.0720 J as-a22n battery AC 


A Compact P2 Deck with 24P and 3D Compatibility 
for Studio Production and On-Air Transmission. 


e AVC-Intra, DYVCPRO (HD/50/25) and DV rec/play 
capability. 

¢ Supports cinema production, 24PsF compatible 
1080/24P native recording and HD/SD multi-format. 

© Two-unit sync operation records and plays superb 
3D images. 

e Wide range of interfaces, including USB 3.0, SDI 


and HDMI. Homi 


*6: Requires the optional AJ-YCX250G AVCHD Codec Board. *7: Playback is based on a best-effort basis. Panasonic does not guarantee smooth playback 
without frame drops. *8: Requires the optional AJ-YCX500G AVCHD Codec Board. The use of DCF Technologies is under license from Multi-Format, Inc. 


[= Feature and Technology 


P2 Triggers a Workflow Revolution. 


AVC-ULTRA Codec Family 
AVC-ULTRA is an H.264-based video compression codec 
featuring high image quality and excellent efficiency. 

By selecting the image quality and bit rate, it is possible 
to respond to various needs of broadcasting and image 
production, from 4K production to streaming distribution. 
e AVC-Intra: Intra-frame compression attains high, 
production-level image quality. For HD use, AVC-Intra200, 
with image quality approaching uncompressed levels and 
high, 24 bit audio, has been added to the popular 
AVC-Intra100/50 codecs. The new codec provides high- 
quality images for mastering and archiving use. The newly 
developed VariCam 35 is equipped with the 
AVC-Intra4K/2K codec for 4K/2K image use. 

e AVC-LongG: Inter-frame compression achieves high- 
quality HD recording at a low bit rate. The AVC-LongG25 
codec operates with high, 10 bit/4:2:2 image quality anda 
bit rate of approximately 25 Mbps (when using 1080/59.94i). 
e AVC-Proxy: A dual codec recording function 
simultaneously records, in addition to the main data, 
proxy images (Quick Time/H.264)*' with a low bit rate, 
high resolution, and high-quality sound. This enables 
previewing on a wireless device,*? and data 

transfer and streaming distribution over the @ 
internet. It also includes metadata for auicerimé 
efficient offline editing. 
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AVCINIAN 
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| AVC-Intra Class2K4:4:4 4:4:4 12 bit 
“AVC-Intra Class2K4:2:2 4:2:2 10 bit 
AVC-Intra Class4:4:4 4:4:4 12 bit 
AVC-Intra Class200 
4:2:2 10 bit 
AVC-Intra Class100 
AVC-Intra Class50 4:2:0 10 bit 
i 4:2:2 10 bit 
4:2:0 8 bit 
4:2:0 8 bit 


Evolving P2 Card Series 

P2 originally led the broadcast industry with its use of 
solid-state memory cards for recording media. Highly 
resistant to temperature fluctuations, dust, impact and 
vibration, the P2 card took advantage of its solid-state 
memory capabilities to provide instant start-up and media 
access. P2 brought high reliability and mobility to data 
gathering and acquisition under virtually all conditions. 
Today, the P2 card continues to evolve. 

¢ microP2 card: This new broadcast-use memory card 
was reduced to the size of the SD card, and its cost was 
significantly lowered. It also inherits the highly reliable 
design of the P2 card. 

¢ expressP2 card**: Based on the PC card Type Ill form 
factor, the expressP2 card offers the same level of 
durability as the P2 card and a larger capacity of 256 GB. 
It is well suited to recording master grade 4K images and 
high-frame-rate VFR images (HD: maximum 240 fps) for 
the new VariCam Series. 

e Higher reliability: The microP2 and expressP2 cards 
offer the same level of reliability as the RAID system, i-e., 
the capability to restore data with sector, page, and block 
errors that cannot be corrected by ordinary flash memory 
error correction. It also features the new CPS (Content 
Protection System) security function. Data recorded on 
the card can be locked with a password to protect 
against unauthorized access and prevent data leaks. 


express 


“1: Proxy data cannot be recorded when using the Loop Rec or 
Interval Rec function. Proxy data is low bit rate video and audio data 
with time code, metadata, and other management data in a file 
format. 

*2: Applicable models only. The optional AJ-WM30 Wireless Module 
and the Upgrade Software Key are required for wireless connection. 
*3: 4096 x 2160 and 3840 x 2160 

*4: expressP2 card can be used with VariCam 35 and VariCam HS. 


Applicable function varies depending on the models. Please see page 11 — 12 for details. 


Network Connectivity 

P2 content uses the MXF (OP-ATOM, OP1b) format, 
which has spearheaded the use of file formats in 
broadcast systems. Proxy images in Quick Time (H.264) 
format and network functions support new, instantaneous 
broadcast workflows based on mobile networks. 


Ethernet 


=e = a 
AJ-Px270 
PC/Mac 


AJ-PX5000G/PX800G  AJ-PD500 


>») 


Cloud 
Wireless LAN 
IEEE802.11g/n 
iG 


WiFi Router/ 
\ eS (@, Public wireless LAN 


Ad-PX5000G/PX800G + 
Wireless Module AJ-WM30 


AJ-PX270 + 
Wireless Module AJ-WM30 


) 


FTP Server PC/Mac 


AY) Cloud 


AT 


AJ-PX5000G/PX800G + 


4G/LTE Module 
> ai ipiala 
AJ-PX270 + 
AG/LTE Module 


FTP Server PC/Mac 


¢ Wired/wireless LAN: Models equipped with a LAN 
(Ethernet) terminal can be connected to a network with a 
wired LAN connection. Models that support wireless 
connection*® are capable of wireless LAN connection 
(IEEE 802.11g/n standard). Proxy previews, metadata 
input, remote operation, FTP transfers, playlist editing and 
other functions can be used from computers (PC/Mac), 
tablet devices and smartphones*® connected to the 
network. 

e 4G/LTE network connectivity: Functions equivalent to 
those made possible by wired LAN connection are 
achieved by the camera recorder alone. FTP transfers 
can be directly made from the camera recorder to the 
network server. As soon as data is gathered, it can be 
edited at the studio desk and sent as a news flash. 

e Video streaming: Proxy images can be streamed via 
wired/wireless LAN or 4G/LTE networks. Live streaming 
distribution is also possible. 


*5: For a wireless LAN connection, the AJ-WM30 Wireless Module is 
required. 

*6: For the latest information, see “Service and Support” section on the 
Panasonic website (http://pro-av.panasonic.net/). 
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High Image Quality, High Sensitivity, 
and High Operability — Features of P2 Cam 
and P2 Handheld Camera Section. 


Chromatic Aberration Compensation (CAC) 

When using a CAC compatible lens, the small amount of 
circumjacent chromatic aberration (circumjacent blur) that 
is not corrected by the lens is compensated by this 
process. 


Simulation Showing the CAC Effect 


-cEE 


a) 


Full screen CAC OFF 


Scan Reverse Function 
Displays/records images in vertically or horizontally 


inverted orientation, for use with film lenses. 


Flash Band Compensation (FBC) 


High-precision flash band detection and compensation 
eliminate the flash band effect of MOS imagers. 


Mos Output After 
Compensation 


Time Flow Image Sensor _ Image 


E: 
1 
Flash Band 
ima ce ti 
ee —— ie lee 
2 


one Process 
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Dynamic Range Stretch (DRS) 

When dark, bright, and intermediate shades are all 
contained in the same scene, such as when panning from 
indoors to outdoors, the DRS function automatically 
suppresses blocked shadows and blown highlights. 


Simulation Showing the DRS Function 


' an 
a “\ ¢ 
: he 
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*Blown highlights and Blocked shadows are suppressed simultaneously. 


The use of DCF Technologies is under license from Multi-Format, Inc. 


Applicable function varies depending on the models. Please see page 11 — 12 for details. 
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[= Feature and Technology 


Gamma Function Further Approaches Film Tone 
The new VariCam Series is equipped with a "V-Log" 
gamma function, featuring a dynamic range that 
approaches film. This technology and know-how are also 
applied to other P2 camera recorders, allowing selection 
of various-model gamma curves, such as Cinema-like 
Gamma, to easily achieve the most suitable image tone. 


Simulation Showing the Gamma Function 


r 
fp > | ae 


CINE-LIKE D mode 


HD NORM mode 


Digital Super Gain 

Digital super gain (frame cumulative mode) records with a 
high S/N ratio*' and less of the noise that commonly 
comes with higher gain. Gain and Digital Super Gain can 
be flexibly combined to achieve highly sensitive recording 
to suit various shooting conditions. 


*1: Due to the use of image accumulation, the number of recorded frames 
per second decreases. This results in a frame-by-frame playback effect. 


Variable Frame Rate (VFR) 

This creates a wide range of film-camera-like images, 
such as overcranking for slow-motion and undercranking 
for quick-motion effects. 


%. 


Overcranking 
(higher-speed shooting) 


Undercranking 
(lower-speed shooting) 


Focus Assist Functions 
A variety of focus assist 
functions support quick 
and accurate focusing in 
Manual Focus mode. 

e Expand: Enlarging the 
center portion increases 
visibility. 

¢ Focus Bar: This provides 
a graphical meter display 
of the focus level. 

¢ Focus-In-Red Display: 
This function emphasizes 
the image areas in focus 
by marking the edges in 
red. 

¢ Graph: Shows the 
frequency distribution of 
the incoming signal. 

e One-Push AF: Pressing 
the PUSH AUTO button enables focusing. 


Focus-in-Red (AJ-PX270) 


Histogram (AJ-HPX3100G) 


User Buttons 

Frequently used functions can be allocated to these 
buttons for one-touch operation. The number of User 
buttons and the functions that can be allocated to them 
vary depending on the model. 


Scene File, Scene File Dial 

By using preset image quality settings or saving and 
selecting settings as desired, a film-camera-like tone can 
quickly be set to suit each shooting situation. It also 
makes it easy to coordinate the images of several 
cameras. Some models are equipped with a special 
Scene File Dial for this purpose. 


Waveform and Vectorscope Display 
Simplified waveform and vectorscope display on the LCD 
monitor and the viewfinder. 


High-Quality 24 bit 4 Channel Audio Recording 
AVC-Intra and AVC-LongG modes support 24 bit/48 kHz 
digital audio recording”? (16 bit for DYVCPRO HD, DVCPRO 
and DV). All modes have four audio channels. 


*2: The audio signal can be played back by using 24 bit digital audio 
equipment. For details, refer to “Note Regarding 24 bit Audio” on the back 


page. 


Recording with two Card Slots 

Models that have two P2 card slots or two microP2 card 
slots are capable of consecutive recording using two of 
the same type of cards, card select (recording slot 
switching), and hot swapping (exchanging cards while 
recording). 


Card Slots (AJ-PX5000G) 


Applicable function varies depending on the models. Please see page 11 — 12 for details. 


Simul Recording 
Some models are also 
equipped with a Simul 
Recording mode that 
records the same data 
onto two P2 cards” for a 
high level of safety. 


*3: Cannot be recorded to microP2 card and P2 card simultaneously. 


Simultaneous Recording 


Mf Wales) 
__ |r ae 


Background Recording** 

Slot 1 records with the normal Rec Start/Stop control, 
while slot 2 continues recording even when recording is 
stopped. This prevents loss of important scenes while 
recording is stopped. 


*4: Can be recorded only to microP2 card slot. 


Dual-Codec Recording 
While recording actual 
data with an AVC-Intra or 
AVC-LongG codec, you 
can simultaneously record 
with the low bit rate 
AVC-Proxy codec. 


One-Clip Rec Mode 

Records up to 99 consecutive cuts as a single clip, which 
greatly improves the nonlinear editing work that follows. 
A text memo is automatically attached to the Rec Start 
point for easy searching for the beginning of the cut. 


Dual-Codec Recording 


Pre Rec 


REC START 


REC START REC START REC START 


Vv Vv 
Fe | consecutive cuts 
A 


A 
REC STOP REC STOP REC STOP 


Single Clip 


TEXT MEMO 1 TEXT MEMO 2 TEXT MEMO 3 

This stores several seconds (varies depending on the 
model and recording mode) of video and audio data in 
memory while in standby mode and lets you recover and 
use the data from the point before you started 


recording. 


Loop Rec 
Repeatedly re-records while maintaining a recording of 
the most recent, pre-determined period. 


Interval Rec 
Automatically records intermittently based on a set 
interval and recording time. 


One-shot Rec 


A frame-shot recording function useful for producing 
animations. 
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Time Stamp 


The date and time can be stamped onto recorded 
images. Commonly used for evidential images. 


Rec Check 


This lets you run a quick playback check of the clip-end 
you have just recorded. 


Last Clip Delete 
Deletes the last recorded clip with a single touch. 


Metadata Recording 

Shooter's name, Reporter's name, Program name, GPS 
(built-in or optional) location information, etc., can be 
recorded as clip metadata. This metadata makes 
searching or classification easier. 


Text Memo (Bookmark) for Simple Editing 

When recording or previewing a clip, press the Text 
Memo button at any of up to 100 locations and a text 
memo label, similar to a bookmark, is registered. Using 
only the P2 cam, you can create a new clip with data 
copied between text memo labels. A shot mark, which 
allows convenient OK and NG marking, can also be 
added to each clip during or after recording. 

*Text memos and shot marks cannot be added when the camera is in Loop 
Rec, Interval Rec, or One-shot Rec mode. 
Camera Remote System 

A remote terminal is provided for 
the optional AG-EC4G Extension 
Control Unit or AJ-RC10G 
Remote Control Unit. This 
enables camera settings to be 
made and recording to be 
controlled while watching the 
monitor at the remote end. 

*Only functions that are supported by the 
camera recorder can be controlled. 
Camera Studio System 

The shoulder-type P2 cam supports the Camera Studio 
System. The optional camera extension system 
(AG-CA300G Camera Adapter and AG-BS300 Base 
Station) support cost-efficient studio integration. 


*Only functions that are supported by the camera recorder can be 
controlled. 


Wired LAN remote 

A wired LAN connection allows the camera to be 

remotely controlled. Remote operation, including fine menu 
settings, is possible by using the optional AK-HRP200G 
Remote Operation Panel for studio cameras. 


The use of DCF Technologies is under license from Multi-Format, Inc. 


Applicable function varies depending on the models. Please see page 11 — 12 for details. 
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[= Camera Recorder Comparison Table 


pS a —— aml AJ-PX5000G AJ-HPX3100G AJ-PX800G AG-HPX610 


Lens System 
(Angle of view, 
35 mm equiv.) (option) 
Digital Zoom BSS SP APG 
Optical Image Stabilizer - 
Manual Rings 


2/3 type B mount 
interchangeable lens 


CC: 3200 K/4300 K/ 


Built-in Optical Filters 5600 K/6300 K 


2/3 type B mount 
interchangeable lens 
(option) (option) 
Bee Bye AK CxnaX 


2/3 type B mount 
interchangeable lens 


CC: 3200 K/4300 K/ 
5600 K/6300 K 


ND: CLEAR, 1/4, 1/16,1/64 ND: CLEAR, 1/4, 1/16,1/64 


Image Pick-up Device 


Scan Reverse v 

CAC v 

FBC v 

DRS we 

Gamma Modes 7 

60 Hz/50 Hz Switchable v 

SD (Std-Def) Recording DVCPRO 50/25/DV 

24 bit LPCM Recording Mi 

VFR - 

microP2 card Compatibility Standard 

P2 Card Slot P2 x 2, microP2 x 2 

SD Memory Card Slot SDx1 

Relay Recording v 

Simultaneous Recording v 

One-Clip Rec v 

Interval Rec/ wy 

One-Shot Rec/Loop-Rec 

Pre-Rec (HD mode) 8 sec* 

Shot Mark/Text Memo v 

Meta-data Recording v 

Time Stamp Recording - 

Proxy Recording v 

TC Generator/Reader va 

Scene File (Dial) 

User Buttons 5 

Built-in Monitor 3.45 type LCD (921K dots) 

EVF Option 

Waveform Display v 

Vectorscope Display v 

3D Assist - 

: Focus-In-Red, Expand, 

Focus Assist Rava (eer pi 
Switchable to SDI In/ 

GENLOGIIN Video In/Ret In 

TC IN/OUT va 

Built-in Microphone - 

XLR AUDIO IN 3 pinx 2,5 pinx 1 

Slot-In Wireless Receiver v 
Switchable to SDI In/ 

pee Video In/Ret In 

SDI OUT 2 

IEEE1394 (DVCPRO) - 

HDMI OUT v 

Analog Video Output ua 

Down Converter Side Crop, Letterbox, 

(Aspect Conversion Mode) Squeeze 

ECU/ Wired Remote 

Control Terminals Wrierw 

Wireless Remote Control - 

LAN Port a 

USB 3.0 1 (Host) 

USB 2.0 2 (Device/Sub Host) 

Wireless LAN v 

4G/LTE Network v 


Video Streaming Future development 
Background Recording - 


2/3 type 2.2 MP, MOS x 3 2/3 type 2.2 MP, IT-CCD x 3 2/3 type 2.2 MP, MOS x3 


v v 

v v 

= v 

v v 

7 (Included FILM-REC) it 

v v 

DVCPRO 50/25/DV DVCPRO 50/25/DV 
v v 
Upgradable Upgradable 

P2x2 P2x2 
sDx1 SDx1 

v v 

= v 

v v 

v v 
8 sec 3 sec 

v v 

v v 

Option v 

v v 

4 6 

bs) 3 

3.2 type LCD (921K dots) - 
Option Option 

= v 

= v 

Frequency Focus-In-Red, Expand, 


Distribution Graph 


Switchable to SDI In/ vy 
Video In/Ret In 
v v 
3 pinx 2,5 pinx1 3 pinx 2,3 pinx1 
v v 
Switchable for Video In/ Option 
Ret In/GENLOCK IN 
1+1 (Mon out) 1+1 (Mon out) 


= v 


Focus Bar, Push Auto 


(Switchable to SDI OUT) 


2/3 type B mount 
interchangeable lens 
(option) 
2x, 4x 


ND: CLEAR, 1/4, 1/16,1/64 ND:CLEAR, 1/4, 1/16,1/64 


2/3 type MOS 


SB BS BS 


DVCPRO 50/25/DV 


Option 
1080:1-30 fps, 
720:1-60 fps 
Upgradable 
P2x2 
SDx1 


Expand, Focus Bar 
Push Auto (Bundled lens) 


v 
v 


3 pin x 2, 3 pinx 1 
v 
Option 
(Switchable to SDI OUT) 
1+1 (Mon out) 


v 


¥ (Switchable to Mon Out) VY (Switchable to Mon Out) v (Switchable to Mon Out) 


Side Crop, Letterbox, Side Crop, Letterbox, 


Squeeze Squeeze 
10P for ECU 10P for ECU 
= v 


2 (Host/Device) 
¥ (Option) v 

- v 

= v 


Side Crop, Letterbox, 
Squeeze 


10P for ECU 


v 


3 (Host/Device/Sub Host) 3 (Host/Device/Sub Host) 


¥ (Option) 


v 


* About 8 seconds at 1080/59.94p mode. About 3 seconds at 50p mode and AVC-Intra100 codec. 
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SSS 
AG-HPX370 series AJ-PX270 | AG-HPX255 | AG-HPX250_ | AG-SDPIG 


1/3 type B mount 
interchangeable lens 
(option) 


Motorized 22x zoom 
(28 mm - 616 mm) 


2x, 5x, 10x 
v 


Motorized 22x zoom 
(28 mm - 616 mm) 


2x, 5x, 10x 
v 


Motorized 22x zoom 
(28 mm - 616 mm) 


2x, 5x, 10x 
v 


Motorized 
17x Twin zoom 


(85 mm — 602 mm) 


v 


- 3 rings [zoom, focus, iris] 3 rings [zoom, focus, iris] 3 rings [zoom, focus, iris] 3 rings [zoom, focus, iris] 
ND:CLEAR, 1/4, 1/16,1/64 ND: OFF, 1/4, 1/16, 1/64 ND: OFF, 1/4, 1/16, 1/64 ND: OFF, 1/4, 1/16, 1/64 ND:CLEAR, 1/4, 1/16, 1/64 


1/3 type 2.2 MP, MOS x 3 1/3 type 2.2 MP, MOS x3 1/3 type 2.2 MP, MOS x 3 1/3 type 2.2 MP, MOS x 3 1/3type 2.2 MP, MOS x3 x 2 
v 


v = = = 

v = = = = 

v v v v - 

v v v v v 

7 if 7 a 6 

v v v v v 
DVCPRO 50/25/DV DVCPRO 50/25/DV DVCPRO 50/25/DV DVCPRO 50/25/DV - 
= v = 


1080/59.94p: 1-30 fps 
1080/50p: 1-25 fps 
720/59.94p:1-60 fps 
720/50p:1-50 fps 


1080/59.94p: 1-30 fps 
1080/50p: 1-25 fps 
720/59.94p:1-60 fps 
720/50p:1-50 fps 


1080/59.94p: 1-60 fps 
1080/50p: 1-50 fps 


720/59.94p:12-60 fps 


720:12-60 fps 720/50p:12-50 fps 


Upgradable Standard Upgradable Upgradable - 
P2x2 P2 x 1, microP2 x 2 P2x2 P2x2 P2x2 
SsDx1 SD x1 SDx1 SDx1 SDx1 
v v v v = 
= v = - 3D (L/R)/2D LL 
v v v v - 
v v v v v 
3 sec HD: 3 sec, SD: 7 sec 3 sec 3 sec - 
v v v ve v 2 
v v v v oO 
= v v v = .@) 
Option v Option (Focus FS250) Option (Focus FS250) - 2 
v v v v v 
6-potion dial 6 6-potion dial 6-potion dial 6 
3 8 5 5 3 
3.2 type LCD (921K dots) 3.5 type LCD (1,560K dots) 3.45 type LCD (921K dots) 3.45 type LCD (921K dots) 3.2 type LCD (921K dots) 
3.2 type LCOS 0.5 type OLED 0.45 type LCOS 0.45 type LCOS Option 
(1,226k dot-equiv.) (2,360k dot-equiv.) (1,226k dot-equiv.) (1,226k dot-equiv.) e 
v v v v v 
v v v v v 
aad = = = v 
Turbo-Speed One-Push 
Center Zoom, Focus Bar AF, Focus-In-Red, ie aS Mec one 2 ra mee eee Focus Bar 
Expand, Focus Bar ush Auto, Focus Bar ush Auto, Focus Bar 
v v v v v 
v v v v v 
- Stereo Stereo Stereo - 
3 pinx 2,3 pinx1 3pinx2 3pinx2 3 pin x2 3 pinx 2,5 pinx1 
v = = = v 
- - - - Ret In 
2 1 1 1 2 (UR) 
v - v ve = 
- v v v 3D 4 
v v v v = 4 
Side Crop, Letterbox, Side Crop, Letterbox, Side Crop, Letterbox, Side Crop, Letterbox, - = 
Squeeze Squeeze Squeeze Squeeze fo} 
10P for ECU 10P for ECU, 36 
10P for ECU pal ae a Zoom, Rec-S/S, yeh, & Zoom, Rec-S/S, 
CESS Focus, Iris S. Focus, Iris, Conv. 
= = v v - 
= v = = = 
1 (Host) - 


2 (Host/Device) 2 (Host/Device) - 


2 (Host/Device) 


2 (Device/Sub Host) 
v 


= Y eB = = 


- Future development - » = 
= v = & e, 


Memory Card/Memory Card Adapter 


A A 


Panasonic 


Panasonic 


rd td 


AJ-P2E064FG 
AJ-P2E032FG 


P2 card 


Memory Card Drive 


As of December, 2014 


w AJ-P2AD1G 
AJ-P2M032AG/AJ-P2M064AG. 


AJ-P2M064AG 
AJ-P2M032AG 
AJ-P2AD1G 


microP2 card/Memory Card Adapter 


micro 


kz 
AJ-PCD35 
EXIT CMI 


Five P2 card Slots and High Speed PCI Express Interface 


¢ Power Source: DC 16 V, 0.6 A with AC adaptor, DC 12 V0.8A 
when PC built-in * AC Adaptor: AC 100 V to 240 V (1.20 A), 

50 Hz/60 Hz * Weight: approx. 1.2 kg (2.6 Ib) * Dimensions 

(W x H x D): 148.4 mm x 42.5 mm x 199.5 mm, excluding protruding 
parts (5-7/8 inches x 1-11/16 inches x 7-7/8 inches) 


micro express 


AU-XPD1 fe ke be 


expressP2/P2 card slot x 1 microP2 card supported* 
USB 3.0/2.0 
The expressP2 card drive for VariCam 


¢ Power Source: DC 5 V 1.8A *® Weight: approx. 280 g (0.62 Ib) 
main unit only ¢ AC adapter: AC 100 V, 50 Hz/60 Hz ¢ Dimensions 
(W x H x D): 97 mm x 33 mm x 155 mm, excluding protruding parts 
(3-13/16 inches x 1-5/16 inch x 6-1/8 inches) 


*Connection of the AU-XPD1 requires two USB cables. And a power 
supply is connected with USB 3.0 port of PC or an AC adaptor. 


micro 


[2 
AJ-PCD2G 
FPacardsiotx J micropZeardsupporeds [USB 20. ] 


Compact, Lightweight, Low Cast USB Bus Powered 
1-Slot P2 Drive Ideal for Mobile Applications 

¢ Power Source: DC 5 V, 0.5 A * Weight: approx. 200 g (0.44 Ib) main 
unit only * Dimensions (W x H x D): 97 mm x 25.5 mm x 113 mm, 
excluding protruding parts (3-7/8 inches x 1-1/16 inches x 4-1/2 
inches) 


AJ-PCD30 


High Speed USB 3.0 Interface Boosts Workflows 


© Power Source: DC 16 V, 0.6 A with AC adaptor, DC 12 V0.8A 
when PC built-in © AC Adaptor: AC 100 V to 240 V (1.20 A), 


50 Hz/60 Hz ¢ Weight: approx. 1.2 kg (2.6 Ib) ¢ Dimensions 
(W x H x D): 148.4 mm x 42.5 mm x 199.5 mm, excluding protruding 
parts (5-7/8 inches x 1-11/16 inches x 7-7/8 inches) 


micro 


AJ-MPD1G 


Compact, Lightweight, Low Cost USB Bus Powered 
microP2 Card Drive with USB 3.0 Support and 2 Card 
Slots. 


¢ Power Source: DC 5 V (USB power supply) * Weight: approx. 120 
g or less (0.26 Ib) main unit only * Dimensions (W x H x D): 97 mm x 
25.4 mm x 112 mm, excluding protruding parts (3-13/16 inches x 

1 inch x 4-7/16 inches) 


*Requires the optional AJ-P2AD1G Memory Card Adapter to use the microP2 card. 


Other P2HD Equipment/Software 


AG-MSU10 fe 


Mobile Storage Unit “P2 MSU” 


P p2cardsiotxt J e-Sara YT use20_] 


Fast Copying from P2 Cards to a Solid-State Drive*' 
A Mobile Tool for Speeding Up P2HD Workflow 


¢ Power Source: DC 7.2 V (with battery), DC 7.9 V (with AC adaptor) 
¢ Current Consumption: approx. 1.1 A e Weight: AG-MSU10: 
approx. 770 g (1.69 Ib) without SSD and Battery, AG-MBX10G: 
approx. 135 g (0.3 Ib) without SSD * Dimensions (W x H x D): 99 mm 
x 58 mm x 212 mm, excluding protrusions (3-15/16 inches x 2-5/16 
inches x 8-3/8 inches) 


*4: The removable SSD is not included with the product. Use a commercially 
available removable SSD that is recommended by Panasonic. In addition to 
the removable SSD interface box that comes with the AG-MSU10 as a 
standard accessory, an additional AG-MBX10 can be purchased as an 
option. Do not use Hard Disk Drive instead of an SSD. For compatible 
SSD information, please refer to the following website (http://pro-av. 
panasonic.net/en/sales_o/p2/ag-msu10/). 


Professional Archive System 


Video Ingester 


¢ Linking with Archiving Software*' enables tape- 
recorded footage (HD/SD) to be input for 
MXF-format file conversion, and saving and 
management on LTO tape or Blu-ray Discs. 

e Auto Ingest and Error Rate Monitoring function 
eliminates the need for physical monitoring while 
loading and also increases reliability. 

e Metadata can be added during ingestion. 


*4: Video Ingest Software can be installed on the same PC as the Archiving 
Software, but ingestion and archiving cannot be done simultaneously. 
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P2 Viewer Plus*” 


Viewing Software 

(Download Free/Optional Functions require Licensing Fees) 
Supports P2HD. This Windows/Mac utility makes it 
easy to view and copy P2 files. 


AJ-SK001G 


Ingesting Function Software Key*? 

(Optional, Subject to Licensing Fee) 

The ingesting function copies all clips on P2 cards to 

a storage medium, such as an HDD. During ingesting, 
the clips are verified for secure copying, with log files 

created. 

*2: For P2 Viewer Plus download and operating requirement 


information, see “P2 Viewer Plus” on the Panasonic web site 
http://pro-av.panasonic.net/en/sales_o/p2/p2viewerplus/ 


*3: For information on purchasing software keys, see “Service and 
Support” on the Panasonic web site http://pro-av.panasonic.net/ 


Archive 


° Proxy*? video can be generated and metadata can 
be edited while archiving. 

e Up to 10 copy tasks can be registered for batch 
execution. 

¢ Direct playback’ and segmented retrieve’ are 
possible from archive data stored on LTO tape. 


*2: The use of DCF Technologies is under license from Multi-Format, Inc. 
*3: Tape cueing requires some time when directly playing back LTO tapes. 
*4: Partial retrieve is possible only with P2 and XDCAM codecs. Partial 
retrieve is not possible for content stored on Blu-ray Discs. 


lB Avid NLE P2 Plug-In Software* 
AJ-PS001G 
Software Key 


R AJ-PS002G 
x Software Key 
for AVC-Proxy for AVC-Intra50/100 


re-link. P2 file export. 


AJ-PS003G 
Software Key 
for AVC-LongG 
P2 file export. 


AJ-PS004G 
Software Key 
for AVC-LongG file 
import to edit. 


3* Please refer to the ”service and support” on the Panasonic website (http://pro-av.panasonic.net/). 
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[= Optional Accessories 


AJ- AJ- AJ- AG- AG- AJ- 
P2 cam, P2 handheld options PX5000G | HPX3100G | PX800G | HPX610 |HPX370 | PX270 
series 


Camera Adapter AG-CA300G v v v v v 

Base Station AG-BS300 v v v v v v 

Extension Control Unit AG-EC4G v v v v v v v 

VF Interface Box AG-YA500G v v v v v 

RCU (Remote Control Unit) AJ-RC10G v v v v v 

ie AJ-C100506 v v v Vv v 

Remote Operation Panel (ROP) AK-HRP200G v v v 

Color HD EVF AG-CVF10G v v v v v 

Color HD EVF AG-CVF15G v v v v v 

50.8 mm (2 inches) HD EVF fA‘ Hwestig v v v v v 

HD/SD LCD monitor BT-LH910G viel vie vn vn vn 

Stereo Microphone AJ-MC9006 v v v 

Microphone Kit (monaural) AJ-MC700P v v ye 

XLR Microphone (monaural) AG-MC200G v v v v v v 

GPS Unit AJ-GPS910G v v 

Tripod Adaptor SHAN-TM700 v v v v v v 

Video Encoder Card AJ-YAX800G v 

Video Encoder Board AG-YDX600G v 

Video Encoder Board*? AJ-YDX30 va 

HD/SD SDI Input Board AG-YA600G v v 

Wireless Module** AJ-WM30 v i v vn v 

te Sse Key AJ-SFU31006 if 

Creates avers “ 

ee LAN Upgrade AG-SFU601G ys 

Seon Upgrade AG-SFU602G a 

Lvelueny Souten gg rt “ 

Upgrade Software Key AG-SFUBOAG fe 

Battery Pack (6,800 mAh) VW-VBD58 v 

Battery Pack (5,400 mAh) CGA-D54/D54s v v v 

Battery Charger AG-B23 v v v 

Soft Carrying Case AJ-SC900 v v v v v 

Rain Cover SHAN-RC700 v v v v v 

P2 Card (F series)** nybieeatis v v v v v 

microP2 Card peor v ve v ve ve v ves ve 

SDXC Memory Card v v 

SDHC/SD Memory Card v v v v v v v v v 

Memory Card Adapter *® AJ-P2AD1G v v v v v v v v 

Anton/Bauer Battery ie) ve vg ves vr v9 

Anton/Bauer UltraLight 33012 va v v 

Anton/Bauer UltraLight 33013 v v v v v v 
FOCUS 


Portable H.264 Proxy Recorder v*t0 "10 


FS-P250 


v: It is possible to use it. “1: A mounting bracket (purchased separately) is required to mount on a camera recorder. *2: To use the AVC-Intra Codec Board, Video 
Encoder Board, Wireless Module, and 16 GB/32 GB/64 GB P2 card, the software for the camera recorder may need to be updated depending on the existing 
software version. For details, see the Panasonic website (http://pro-av.panasonic.net/). *3: The optional AJ-SFU3100G Upgrade Software Key is required to use the 
AJ-WM30 Wireless Module. *4: The optional AG-SFU601G Upgrade Software Key is required to use the AJ-WM30 Wireless Module. *5: To be supported by 
firmware upgrade. For details, please visit Panasonic website (http://pro-av.panasonic.net/). *6: It is a bundled item. *7: In addition to the AG-SFU604G Upgrade 
Software Key, the AG-YDX600G Video Encoder Board and AG-SFU601G Upgrade Software Key are required for operation. For a wireless LAN connection, the 
AJ-WMS30 Wireless Module is also required. *8: A firmware upgrade is required for the P2 device. *9: The applicable battery pack varies depending on the model. 
*40: You may need to update AG-HPX255/HPX250 firmware. Please refer to the “service and support” on the Panasonic website (http://pro-av.panasonic.net/). 
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i ae 


aig 


AG-CA300G AG-BS300 AG-EC4G AG-YA500G AJ-RC10G*" 
Camera Adapter Base Station Extension Control Unit VF Interface Box RCU 


(Remote Control Unit) 


Patios. Tal AG-CA300G Bound Cable made by Canare Electric ' 
tittle TL Le Camera Adapter V2PCS25-SCFWCE-SF-SC (82 feet /25 m) AJ-C10050G 
V2PCS50-SCFWCE-SF-SC (164 feet /50 m) 
AG-YAS00G Remote Control Cable 


V2PCS100-5CFWCE-SF-SC (328 feet /100 m) 


VF interface Box* 
Remote Cable 


' 

' 

' 

(bundled with AG-CA300G) Power supply @nmpE Reena AG-BS300 AJ-RC10G i 
"1 Base Station Remote Control Unit * 

GL GIL, Return Video, Tally a Le ' 

——————t ' 

HO/SD tt | : or ' 

—_._ u 

P2HD Camera Recorder  _——— oe Hines oe ' 
> max. 328 feet /100 m Tally >! : 

2 4 4 

Headset Headset | AG-EC4G ' 

“The AG-YA5O0G VF interface Box cannot be (produced by (produced by + Extension Control Unit ! 
used with the AG-HPX370 series. another manufacturer) another manufacturer) 1 4 


AK-HRP200G AG-CVF10G AG-CVF15G AJ-HVF21G AJ-HVF21KG 
Remote Operation 87.6 mm (3.45 inches) 87.6 mm (3.45 inches) 50.8 mm (2 inches) 50.8 mm (2 inches) 
Panel (ROP) Color HD EVF Color HD EVF HD EVF HD EVF 


eS ? 


v 
BT-LH910G AJ-MC900G AJ-MC700P AG-MC200G AJ-GPS910G 
228.6 mm (9 inches) Stereo Microphone Microphone Kit XLR Microphone GPS Unit 


HD/SD LCD monitor 


_ = ¢ 
4 | e 
ACE AVC EEE 
SHAN-TM700 AJ-YAX800G*? AG-YDX600G AJ-YDX30G AG-YA600G 
Tripod Adaptor Video Encoder Card Video Encoder Board Video Encoder Board HD/SD SDI Input Board 
AJ-WM30 VW-VBD58 CGA-D54/ AJ-SFU3100G AG-SFU602G 
Wireless Module Battery Pack (5,800 mAh) CGA-D54s Wireless LAN Production Package 
Battery Pack (5,400 mAh). J-AKR200G Upgrade Software Key 
AG-SFU603G 
AVC-Intra200 Codec LiveU Uplink Solution 
Recording Upgrade Software Key 
Upgrade Software Key AG-SFU604G 
AG-SFU601G Proxy Playlist Editing 
Wired/Wireless LAN Upgrade Software Key 
AG-B23 AJ-SC900** SHAN-RC700** 


4 i Upgrade Software Key 
Battery Charger Soft Carrying Case Rain Cover 


*4: Not available in some areas. Only functions that are supported by the camera can be controlled by the AU-RC10G. *2: Camera Recorder software upgrade is 
required. *3: Not available in some areas. The use of DCF Technologies is under license from Multi-Format, Inc. 
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[= Optional Accessories 


P2 deck, P2 mobile, P2 portable deck, 
P2 MSU options J-HPD2500 AJ-HPM200 AJ-PD500 AG-HPD24 | acwsui0 | 


Rack Mount Adaptor AJ-MA75P 
AVC-Intra200 Codec Recording 


Upgrade Software Key AFAR 2008 as 
AVCHD Codec Board AJ-YCX250G va ve 
AVCHD Codec Board AJ-YCX500G v 
CGA-D54 
Battery Pack (5,400 mAh) CGA-D54s v 
Removable Interface Box AG-MBX10G v 
wa AJ-P2E064FG 

P2 Card (F series) ‘AJ-P2E032FG v v v v v 
SDXC Memory Card v 
SDHC/SD Memory Card v v v v 

3 a AJ-P2M032AG 
microP2 Card * AJ-P2MO064AG v v v v 
Memory Card Adapter *° AJ-P2AD1G v va v 


v: It is possible to use it. *1: A slide rail (purchased separately) is required for rack mounting. *2: To use the AVC-Intra Codec Board and 16 GB/32 GB/64 GB 
P2 card, the software for the camera recorder may need to be updated depending on the existing software version. For details, see the Panasonic website 
(http://pro-av.panasonic.net/). *3: A firmware upgrade is required for the P2 device. *4: To be supported by firmware upgrade. For details, please visit Panasonic 
website (http://pro-av.panasonic.net/). 


.* 


i Other Manufacturers’ Products 


2/3-type CAC Applicable Lenses 
The use of Canon, Fujinon and Angenieux lenses with 
CAC (Chromatic Aberration Compensation) is recommended. 


AJ-MA75P AJ-AKR200G * For the latest information on CAC applicable lenses, see “Support & Download” on 
the Panasonic website (http://pro-av.panasonic.net/). The installation of CAC data might 
Rack Mount Adaptor be required depending on the lens. Some Angenieux lenses do not support CAC 
AVC-Intra200 Codec operation. Be sure to specify CAC applicability when purchasing lenses. 
Recording Upgrade 
Software Key Bound Cable for Camera Studio System 


(between AG-BS300 and AG-CA300G) 


[Canare] 

V2PCS25-5CFWCE-SF-SC (82 feet/25 meters) 
V2PCS50-5CFWCE-SF-SC (164 feet/50 meters) 
V2PCS100-5CFWCE-SF-SC (328 feet/100 meters) 


AJ-YCX250G AJ-YCX500G 
AVCHD Codec Board AVCHD Codec Board Power Cable for Camera Studio System 
(between AG-BS300 and AG-CA300G) 


[Canare] 


DC50V10-CE01PS-SC (164 feet/50 meters) 
DC100V10-CE01PS-SC (328 feet/100 meters) 


Canare Electric CO., Ltd. 
http://www.canare.co.jp/oversea/mainmenu.html 


CGA-D54/ AG-MBX10G Anton/Bauer Dionic Battery 
CGA-D54s Removable Interface Box Anton/Bauer Hytron Battery 


Battery Pack (5,400 mAh) 33012/33013 
Anton/Bauer UltraLight 2 


FOCUS FS-P250 

Portable H.264 Proxy Recorder 

*You may need to update AG-HPX255/HPX250 firmware. Please refer to the 
“service and support” on the Panasonic Website (http://pro-av.panasonic.net/). 
The use of DCF Technologies is under license from Multi-Format, Inc. 


LiveU LU40 series 
Portable Uplink Unit 


[= Partners 


i AVC-ULTRA Partners 
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Men Uneer Technology 


ANI ta C) Qautovesk | AWE 
calibrated (0) A | RE | =vs 
@ os1e1| harmonic | Scimagine | MAIN | matrox | (/ (OG 
cDVems | NLT « Quantel | mi ricctreom | TOSHIBA , \vizrt\ 


AVC-ULTRA Partners are committed to continue expanding support as Panasonic introduces additional compression modes with AVC-ULTRA 


Wi P2 Partners 


A [A Qautovesk| AWE p> 
Adobe srvaliong rvedio work, = 
. : BD) pA digital 
bitcentral #3 | calibrated (i fl 0 l l Rigi 7 a . rapids: 
ea oevtim BE | =vs | Hy sss 
FUJIFILM | EP asssvaiey harmonic | tmacnen | sclmagine | agg 
CONCEPT Digital Video Solutions m oXB I I (TOG mxF@ m a c NI EC 
CoV aes NLT EVs & opencube Qu a ntel E32 sakura Ei 
er RIMAGE 
SeaChange SOV El Telestream your BA =VITEC \V IZ rt\ 
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| 24 Recording Codecs and Proxy Modes 


Wi Specifications of Recording Codec 


Recording Digital 
Codecs = 
Sampli 


Video 


ing Frequency 


Quantizing Video Compression 


Digital Audio 


Recording Audio Signal*! Headroom Card x 1 (64GB) 


(69.94 Hz) Y: 74.1758 MHz 
Pa/Pr: 37.0879 MHz 4... |MPEG-4 AVC/ 48 kHz/24 bit, 16 CH 
AVC-Intra200 J (sq Hz) Y: 74.2500 MHz 10 bit |44.264 Intra Profile |48 kHz/24 bit, 4 CH 
Pa/Pr: 37.1250 MHz 
(69.94 Hz) Y: 74.1758 MHz 78 kHz/16 bit, 8 CH 
Pa/Pr: 37.0879 MHz |4.,., |MPEG-4 AVC/ 48 kHz/16 bit, 4 CH 
AVC-Intrat00 J isq H2) —-Y: 74.2500 MHz 10 bit |44.964 Intra Profile |48 kHz/24 bit, 8 CH 
Pa/Pr: 37.1250 MHz 48 kHz/24 bit, 4. CH 
(69.94 Hz) Y: 74.1758 MHz 48 kHz/16 bit, 8 CH 
Mies Pa/Pr: 37.0879 MHz |44 pi |MPEG-4 AVC/ 48 kHz/16 bit, 4 CH 
(80Hz) —Y: 74.2500 MHz H.264 Intra Profile |48 kHz/24 bit, 8 CH 
Pa/Pr: 37.1250 MHz 48 kHz/24 bit, 4 CH 
(69.94 Hz) Y: 74.1758 MHz 
Pa/Pr: 37.0879 MHz |4, 48 kHz/24 bit, 8 CH 
AVC-Long@50 (59 12) —-Y: 74.2500 MHz 10 bit — |MPEG-4 AVC/H.264 | 48 (147/04 bit, 4 CH 
Pa/Pr: 37.1250 MHz 
(89.94 Hz) Ee ee iS 48 kHz/24 bit, 8CH_ | 42 dB 
AVC-LongG25 aE 10bit |MPEG-4 AVC/H.264 18 dB/ 
(80Hz) —Y: 74.2500 MHz err 
Pe/Pr: 37.1250 MHz Zieh Ik; 20 dB 
(69.94 Hz) Y: 74.1758 MHz 
Pa/Pr: 37.0879 MHz | : 
AVC-LongGt2 | 59 442) eeu DEOOMAE TT [Bbit — |MPEG-4 AVC/H.264 48 kHz/24 bit, 4 CH 
Pa/Pr: 37.1250 MHz 
(69.94 Hz) Y: 74.1758 MHz — 
Pp/Pr: 37.0879 MHz |, ,. ~Based 48 kHz/16 bit, 8 CH 
DVCPROHD |i5q Hz) Y: 74.2500 MHz S bit (SMPTESTOM) 48 kHz/16 bit, 4 CH 
Pa/Pr: 37.1250 MHz 
DV-Based A 
Y: 13.5 MHz ; 48 kHz/16 bit, 8 CH 
DVCPRO 50 | Ba /Pr: 6.75 MHz 8b (SMPTESTaM) 48 kHz/16 bit, 4 CH 
DV-Based A 
Y: 13.5 MHz ; | 48 kHz/16 bit, 4 CH 
DYCERO Ps/Pr: 3.375 MHz 8 bit MELE aM 48 kHz/16 bit, 2 CH 
DV Y: 13.5 MHz 8 bit DV Compression 48 kHz/16 bit, 4 CH 
Pe/Pr: 3.375 MHz (IEC 61834-2) 48 kHz/16 bit, 2 CH 


ee 


Recording 
Times*? 


Approx. 
32 min. 


Approx. 
64 min. 


Approx. 
128 min. 


Approx. 
128 min. 


Approx. 
220 min. 


Approx. 
256 min. 


Approx. 
480 min. 


Approx. 
64 min. 


Approx. 
128 min. 


Approx. 
256 min. 


Approx. 
256 min. 


*Each recording codecs differ for every model. Please look at the following table for details. Depending on a model and a codec, upgrade is required. Please go 
to the Product Information on the Panasonic web page http://pro-av.panasonic.net/ *1: Each recording audio signal differ for every model. Eight-channel record 
is impossible for a camera recorder all model. *2: For 1080/60p and 1080/50p, the recording times become 1/2 of those shown above. All of the times apply 
when single clips are recorded continuously one after the other onto a P2 card. Depending on the number of clips to be recorded, the recordable time may be 
shorter than the times given. *3: This mode can be chosen only from the AJ-PX270/HPD2500/HPM200/PD500/HPD24. The AG-HPX255/250 cannot perform 
headroom selection (12 dB fix). 


Wi Supported Recording Codec by Model 


Recording Codecs| AJ-PX5000G AJ-HPX3100G AJ-PX800G AG-HPX610 AG-HPX370 series AJ-PX270 


AVC-Intra200 
AVC-Intra100 
AVC-Intra50 
AVC-LongG50 
AVC-LongG25 
AVC-LongG12 
DVCPRO HD 
DVCPRO 50 
DVCPRO/DV 
AVCHD 
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i Supported AVC-Proxy Recording Mode by Model 


Recording Mode AJ- aS AJ-HPX3100G AJ- made AG-HPX610 AG-HPX370 series AJ- wal 


AVC-G6 2CH MOV 
SHQ 2CH MOV 
HQ 4CH MOV 

HQ 2CH MOV 
LOW 2CH MOV* 
STD 2CH MP4 


SS BS 


*Each Recording modes differ for every model. 
*1: To be supported by firmware upgrade. For details, please visit Panasonic website (http://pro-av.panasonic.net/). Requires the optional AJ-AKR200G Upgrade 
Software Key. *2: Requires the optional AJ-YCX250G AVCHD codec board. *3: Requires the optional AJ-YCX500G AVCHD codec board. 
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As of December, 2014 


Specifications of AVC-Proxy Recording Mode 


Video Audio 
Recording Mode _ /Resolution ideo 


AVC-G6 2CH MOV 1920 x 1080 26 : 6 Mbps AAC-LC 2CH  64kbps 
High Profile 
SHQ 2CH MOV 960 x 540 Hees 3500 kbps LinearPCM 2CH 768 kbps 
High Profile 
HQ 4CH MOV 640 x 360 Hees 1500 kbps AAC-LC 4CH  64kb| 
x High Profile ps p> 
HQ 2CH MOV 640 x 360 nao 1500 kbps AAC-LC 2CH 64 kbps 
High Profile 
1080i mode: 480 x 270 
480 59.94] mode: 352 x 240 (SIF_NTSC) 
576 50i mode: 352 x 288 (SIF_PAL) H.264 
LOW 2CH MOV* 1080 60/50p mode: 352 x 180 Baseline 800 kbps AAC-LC 2CH 64kbps 
1080 30/25/24p mode: 480 x 270 Profile 800 
720 60/50p mode: 320 x 180 
720 30/25/24p mode: 480 x 270 
MPEG-4 


STD 2CH MP4 320 x 240 (QVGA) 1500 kbps AAC-LC 2CH 64 kbps 


Simple Profile 


Each Recording modes differ for every model. 
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cn AG-3DP1G AJ-HPD2500 AJ-HPM200 AJ-PD500 AG-HPD24 
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ve are Playback only*$ z 
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=| AG-HPX255/250_ | AG-3DPIG_— | AJ-HPD2500_ | AJ-HPM200_|_AJ-PDS00__|_AG-HPD24_ IO 
v a 
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v 
v 
ve v 


*4: Requires the optional AJ-YDX30G video encoder board. *5: Requires the optional AG-YDX600G video encoder board. *6: Requires the optional AJ-YAX800G 
video encoder board. *7: Requires the optional FS-P250 FOCUS Portable H.264 Proxy Recorder. 
The use of DCF Technologies is under license from Multi-Format, Inc. 
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AJ-PX5000G 


General 


Power Supply: DC 12 V (11.0 V to 17.0 V) 
Power Consumption: 29 W 
(body only, 1080/59.94i, AVC-Intra100 standard 
recording status, LCD ON) 
70W 
(with all optional accessories connected and 
maximum power supplied from each output terminal) 
Operating Temperature: 0 °C to 40 °C (82 °F to 104 °F) 
Operating Humidity: 10 % to 85 % (relative humidity) 
Storage Temperature: -20°C to 60 °C (-4 °F to 140 °F) 
Weight: Approx. 3.4 kg (7.5 Ibs.) 
(body only, excluding the battery and accessories) 
147 mm (W) x 267 mm (H) x 342 mm (D) 
(5-25/32 inches x 10-1/2 inches x 13-15/32 inches) 
Body only, excluding protrusion 


Dimensions: 


Camera Section 
2/3-type, 2.2 million pixels, MOS x 3 


Pickup Device: 


Lens Mount: 2/3-type bayonet 

CC Filter: A: 3200 K, B: 4300 K, C: 5600 K, D: 6300 K 
ND Filter: CLEAR, 1/4, /16, 1/64 

Gain Setting: NORMAL mode: 


—3 dB, 0 dB, 3 dB, 6 dB, 9 GB, 12 cB, 
15 dB, 18 dB, 21 dB, 24 dB, 27 dB, 30 dB 
HIGH SENS mode: 
—6 dB, -3 dB, 0 dB, 3 GB, 6 dB, 9 dB, 12 cB, 
15 dB, 18 dB, 21 dB, 24 dB, 27 dB, 30 dB 
Digital Super Gain: Selectable from 6 dB, 10 dB, 12 dB, 15 dB, 
(DS.GAIN) 20 dB, 24 dB, 28 cB, 34 dB 
Super Gain (S.GAIN): Selectable from 30 dB, 36 dB, 42 dB 
Shutter Speed: [59.94 Hz] 
(Preset) 60i/60p mode: 1/100 sec., 1/120 sec., 1/250 sec., 
1/500 sec., 1/1000 sec., 1/2000 sec., HALF 
30p mode”: 1/100 sec., 1/120 sec., 1/250 sec., 
1/500 sec., 1/1000 sec., 1/2000 sec., HALF 
24p mode”: 1/100 sec., 1/120 sec., 1/250 sec., 
1/500 sec., 1/1000 sec., 1/2000 sec., HALF 
180.0 deg, 172.8 deg, 144.0 deg, 
120.0 deg, 90.0 deg, 45.0 deg 
[50 Hz] 
50i, 50p mode: 1/60 sec., 1/120 sec., 1/250 sec., 
1/500 sec., 1/1000 sec., 1/2000 sec., HALF 
25p mode”: 1/60 sec., 1/120 sec., 1/250 sec., 
1/500 sec., 1/1000 sec., 1/2000 sec., HALF 
180.0 deg, 172.8 deg, 144.0 deg, 
120.0 deg, 90.0 deg, 45.0 deg 
1/60.1 sec. to 1/7200 sec. 
(1080/59.94i, 1080/59.94p, 480/59.94i) 
1/50.1 sec. to 1/6000 sec. 
(1080/50i, 1080/50p, 576/50i) 
1/30.1 sec. to 1/3600 sec. 
(1080/29.97p, 480/29.97p)* 
1/24.1 sec. to 1/2880 sec. 
(1080/23.98p, 480/23.98p)* 
1/25.1 sec. to 1/3000 sec. 
(1080/25p, 576/25p)* 
Shutter Open Angle: Configurable between 3 deg and 359.5 deg 
(in 0.5 deg steps) 
NORMAL mode: 
F9 (2000 Ix, 3200 K, 89.9 % reflection, 1080/59.94i) 
F10 (2000 Ix, 3200 K, 89.9 % reflection, 1080/50i) 
HIGH SENS mode: 
F12 (2000 Ix, 3200 K, 89.9 % reflection, 1080/59.94i) 
F13 (2000 Ix, 3200 K, 89.9 % reflection, 1080/50i) 
Minimum Subject Illumination: 
Approx. 0.004 Ix (F1.4, +42 dB (S.GAIN), 
+34 dB (DS.GAIN)) 
Image S/N: 62 dB (standard) 
Horizontal Resolution: 1000 TV or higher (center) 


Shutter Speed: 
(Synchro Scan) 


Sensitivity: 


Memory Card Recorder Section 


Recording Media: P2 card, microP2 card 

System Format: 1080/59.94p, 1080/59.94i, 1080/23.98PsF*, 
720/59.94p, 480/59.94i, 1080/50p, 1080/50i, 
720/50p, 576/50i 


Recording Format: AVC-Intra200 (option)*/AVC-Intra100/ 
AVC-Intra50/AVC-LongG50/AVC-LongG25/ 
AVC-LongG12/DVCPRO HD/DVCPROS0/ 
DVCPRO/DV formats switchable 

Recording Video Signal: 
1080/59.94p, 1080/59.94i, 1080/29.97pN*, 
1080/23.98pN*, 720/59.94p, 720/29.97pN*, 
720/23.98pN*, 480/59.94i, 
1080/50p, 1080/50i, 1080/25pN*, 
720/50p, 720/25pN*, 576/50i 


*Please see 19 - 20 page for Digital Video, Digital Audio and Proxy 
Specifications. 


Video Input/Output 


SDI IN: BNC x 1 
HD SDI: 3 G: 0.8 V [p-p], 75 Q 
1.5 G: 0.8 V [p-p], 75 Q 
SD SDI: 0.8 V [p-p], 75 Q 
Switch the menu to use as 
<VIDEO IN> terminal/return video input terminal/ 
<GENLOCK IN> terminal 
SDI OUT1: BNC x1 
HD SDI: 3 G: 0.8 V [p-p], 75 Q, 
1.5 G: 0.8 V [p-p], 75 Q 
SD SDI: 0.8 V [p-p], 75 Q, 
SDI OUT2: BNC x1 
HD SDI: 3 G: 0.8 V [p-p], 75 , 
1.5 G: 0.8 V [p-p], 75 Q 
SD SDI: 0.8 V [p-p], 75 Q 
VIDEO OUT: BNC x1 
Composite: 1.0 V [p-p], 75 Q 
HDMI x 1 (HDMI type A terminal, not compatible 
with VIERA Link) 


HDMI OUT: 


Audio Input/Output 


AUDIO IN: XLR x 2, 3 pin, LINE/MIC/MIC +48 V switchable type 

(CH1/CH2) LINE: 4 dBu (-3 dBu/O dBu/4 dBu selectable menu) 
MIC: -60 dBu (-60 dBu/—50 dBu selectable menu) 
MIC+48 V: Phantom +48 V supported, -60 dBu 
(-60 dBu/—50 dBu selectable menu) 

MIC IN: XLR x 1, 5 pin 

Phantom +48 V (selectable menu), 

-40 dBu (-50 dBu/—40 dBu selectable menu) 

25 pin, D-SUB, —40 dBu, 2 CH supported 


Wireless Slot: 


AUDIO OUT: XLR x 1, 5 pin, equilibrium low impedance 

(CH1/CH2) 4 dBu (-3 dBu/O dBu/4 dBu selectable menu) 

PHONES Out: Stere o mini jack x 2 

Speaker: 20 mm diameter, round x 1 

Other Input/Output 

GENLOCK IN: BNC x 1, 1.0 V [p-p], 75 2 

TC IN: BNC x 1, 0.5 V [p-p] - 8 V [p-p], 10 kQ 

TC OUT: BNC x 1, 2.0 +0.5 V [p-p], low impedance 

DC IN: XLR x 1, 4 pin, DC 12 V (DC 11.0 V to 17.0 V) 

DC OUT: 4 pin, DC 12 V (DC 11.0 V to 17.0 V), 
maximum output current 1.5 A 

REMOTE: 10 pin 

LENS: 12 pin 

VF: 20 pin 

LAN: 100BASE-TX/10BASE-T 


USB 2.0 (Device): Type B connector, 4 pin 

USB 3.0 (Host): Type A connector, 9 pin 

USB 2.0 (Host): Type A connector, 4 pin 

LIGHT: 2 pin, DC 12 V (DC 11.0 V to 17.0 V), 
maximum output current 4.5 A 

(up to 50 W equivalent) 

8.76 cm (3.45 inches) LCD monitor, 
approx. 921,000 dots (16:9) 


LCD Monitor: 


Included Accessories 
Shoulder strap, Mount cap 


* Available with firmware upgrade. Please go to the Product Information on 
the Panasonic web page http://pro-av.panasonic.net/ 


AJ-HPX3100G 


General 


Power Supply: DC 12 V (11.0 V to 17.0 V) 


Power Consumption: 34W (main unit only) 


Operating Temperature: 0 °C to 40 °C (32 °F to 104 °F) 


Operating Humidity: 10 % to 85 % (relative humidity) 


Storage Temperature: -20 °C to 60 °C (—4 °F ro 140 °F) 


Weight: Approx. 3.9 kg (8.6 Ibs) 
(main unit only) 


Dimensions: 140 mm (W) x 270.5 mm (H) x 335.8 mm (D) 
(5-9/16 inches x 10-11/16 inches x 13-1/4 inches) 


excluding handle and option cover 


Camera Section 


CCD Elements: CCD x 3 (2/3-type interline transfer type, 


RGB, 2,200,000 pixel) 


Picture Elements: Total: 2010 (H) x 1120 (V) 


Lens Mount: 2/3-type bayonet 


Optical Color Separation: 
Prism system 


CCl Filters: A: 3200 K, B: 4300 K, C: 5600 K, D: 6300 K 
ND Filters: CLEAR, 1/4, 1/16, 1/64 
Quantizing: 14 bit 


Horizontal Drive Frequncy: 
59.94 Hz: 74.1758 MHz, 50 Hz: 74.25 MHz 


Sampling Frequncy: 59.94 Hz: 74.1758 MHz, 50 Hz: 74.25 MHz 


Digital Signal Process: 
59.94 Hz: 74.1758 MHz, 50 Hz: 74.25 MHz 


Programmable Gain: —6 dB, —3 dB, 0 dB, 3 dB, 6 dB, 9 dB, 12 dB, 
15 dB, 18 dB, 21 dB, 24 dB, 27 dB, 30 dB 
selectable 


Digital Super Gain: 6 dB, 10 dB, 12 dB, 15 dB, 20 dB, 24 dB, 
(DS.GAIN) 28 dB, 34 dB selectable 


Super Gain (S.GAIN): 30 dB, 36 dB, 42 dB selectable 


Shutter Speed: 1/60 (50 Hz) sec., 1/100 (59.94 Hz) sec., 
(Preset) 1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., 
1/2000 sec., HALF 180.0 deg, 172.8 deg, 
144.0 deg, 120.0 deg, 90.0 deg, 45.0 deg 


Shutter Speed: 
(Syncro Scan) 


1/61.7 sec. to 1/7200 sec. 
(1080/59.94i, 480/59.94i) 
1/30.9 sec. to 1/3600 sec. 
(1080/29.97p,480/29.97p) 
1/24.7 sec. to 1/2880 sec. 
(1080/23.98p,480/23.98p) 
1/51.4 sec. to 1/6000 sec. 
(1080/50i,576/50i) 

1/25.7 sec. to 1/3000 sec. 
(1080/25p,576/25p) 


1080/59.94i: F11, 
1080/50i: F12 (2000 Ix, 89.9 % reflect) 


Sensitivity: 


As of December, 2014 


Recording Audio Signal: 
AVC-Intra100/50: 48 kHz, 
16 bit/24 bit switchable, 4 CH 
DVCPRO HD/DVCPRO 50: 48 kHz, 16 bit, 4CH 
DVCPRO/DV: 48 kHz, 16 bit, 2 CH/4 CH switchable 


*Please see 19 - 20 page for Digital Video and Digital Audio 
Specifications. 


Video Input/Output 


GENLOCK IN: BNC x 1, 1.0 V [p-p], 75 Q 
(switchable to VIDEO IN or Return Video on menu) 
SDI OUT: BNC x1 
HD SDI: 0.8 V [p-p], 75 Q, 
SMPTE292M/299M standards 
SD SDI: 0.8 V [p-p], 75 Q, 
SMPTE259M-C/272M-A/ITUR. BT656-4 
standards 
MON OUT: BNC x1 
(switchable to HD SDI/SD SDI/Composite on menu) 
HD SDI: 0.8 V [p-p], 75 Q 
SD SDI: 0.8 V [p-p], 75 Q, 
SMPTE259M-C/272M-A/ITUR. BT656-4 
standards 
Composite: 1.0 V [p-p], 75 Q 
SDI IN: BNC x 1 (switchable for VIDEO IN/Return Video/ 
GENLOCK IN, on menu) 
HD SDI: 0.8 V [p-p], 75 Q, 
SMPTE292M/299M standards 
SD SDI: 0.8 V [p-p], 75 Q, 
SMPTE259M-C/272M-A/ITUR. BT656-4 
standards 


Audio Input/Output 


AUDIO IN: CH1/CH2: XLR x 2, 3 pin 
LINE/MIC/MIC +48 V switchable 
LINE: 4 dBu (-3 dBu/O dBu/4 dBu selectable menu) 
MIC: -60 dBu (-60 dBu/-50 dBu selectable menu) 
MIC +48 V: Phantom +48 V, 
~60 dBu (-60 dBu/—50 dBu selectable menu) 
MIC IN : XLR x 1, 5 pin, Phantom +48 V 
(ON/OFF selectable menu) 
-40 dBu (-50 dBu/—40 dBu selectable menu) 


WIRELESS IN : 25 pin D-SUB, —40 dBu 
AUDIO OUT: CH1/CH2: XLR x 1, 5 pin, balanced, 
low-impedance 
4 dBu (-3 dBu/O dBu/4 dBu selectable menu) 
PHONES OUT: Stereo mini jack x 2 (3.5 mm diameter) 
Speaker: 28 mm round shape x 1 


Minimum Subject Illumination: 
0.005 Ix (F1.4, S.GAIN 42 dB + DS.GAIN 34 dB) 


Other Input/Output Signal 


Video S/N: DNR ON: 59 dB, DNR OFF: 54 dB (standard) TC IN: BNC x 1, 0.5 V [p-p] to 8 V [p-p], 10 kQ 

Registration: Less than 0.03 % TC OUT: BNC x 1, low impedance, 2.0 V [p-p] +0.5 V [p-p] 
(whole zone, without lens distortion) DC IN: XLR x 1, 4 pin, DC 12 V (DC 11.0 V to 17.0 V) 

Horizontal Resolution: DC OUT: 4 pin, DC 12 V (DC 11.0 V to 17.0 V), max 1.5 A. 


1,000 TV lines (at center standard) 


LENS: 12 pin 


Memory Card Recorder Section 


Recording Media: P2 card 


Recording Format: AVC-Intra100/AVC-Intra50/DVCPRO HD/ 
DVCPRO50/DVCPRO/DV Format switchable 


Recording Video Signal: 
1080/59.94i, 1080/29.97p over 59.94i, 
1080/23.98p over 59.94i, 
1080/23.98pA over 59.94i, 1080/29.97pN, 
1080/23.98pN, 1080/50i, 1080/25p over 50i, 
1080/25pN, 
480/59.94i, 480/29.97p over 59.94i, 
480/23.98p over 59.94i, 
480/23.98pA over 59.94i, 576/50i, 
576/25p over 50i 


Right Connector: 2 pin, DC 12 V (DC 11.0 V to 17.0 V) 
Output Current: — max. 4.5 A (to 50 W) 

VF: 20 pin 

REMOTE: 10 pin for AJ-RC10G, AG-EC4G 
GPS: 6 pin for AJ-GPS910G 

USB 2.0 (Host): 4 pin Type-A, 

USB 2.0 (Device): 4 pin Type-B 


Monitor 
LCD Monitor: 


81.28 mm (3.2 inches) LCD monitor, 
approx. 921,000 dots (16:9) 


Included Accessories 


Shoulder strap, Front audio volume knob (with screw), 
AUDIO connector cap, Mount cap, XLR connector cap, 
GPS connector cap, Software CD-ROM 
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AJ-PX800G 


General 


Ee 


Video Input/Output 


Power Supply: DC 12 V (11.0 V to 17.0 V) 


Power Consumption: 22 W (body + AG-YA600G) 


Operating Temperature: 0 °C to 40 °C (82 °F to 104 °F) 


Operating Humidity: 10 % to 85 % (relative humidity) 


Storage Temperature: -20 °C to 60 °C (-4 °F to 140 °F) 


Weight: Approx. 2.8 kg (6.2 Ibs.) 
body only, excluding the battery and accessories 


Dimensions: 144 mm (W) x 267 mm (H) x 350 mm (D) 
(5-21/32 inches x 10-1/2 inches x 13-25/32 inches) 


Body only, excluding protrusion 


Camera Section 


Pickup Device: 2/3-type 2.2 million pixels, MOS x 3 


Lens Mount: 2/3-type bayonet 
ND Filter: CLEAR, 1/4, 1/16, 1/64 
Gain Setting: NORMAL mode: 


—3 dB, 0 dB, 3 dB, 6 dB, 9 dB, 12 dB, 15 dB, 
18 dB, 21 dB, 24 dB, 27 dB, 30 dB 

HIGH SENS mode: 

—6 dB, -3 dB, 0 dB, 3 GB, 6 dB, 9 GB, 12 dB, 
15 dB, 18 dB, 21 dB, 24 dB, 27 dB, 30 dB 


SDI OUT/IN*: BNC x 1 
1.5 GHD SDI: 0.8 V [p-p], 75 Q 
SD SDI: 0.8 V [p-p], 75 Q 


MON OUT: BNC x1 
(Can be switched to HD SDI/SD SDI/ 
analog composite on SmartUI.) 
1.5 GHD SDI: 0.8 V [p-p], 75 Q 
SD SDI: 0.8 V [p-p], 75 Q 
Composite: 1.0 V [p-p], 75 Q 


HDMI OUT: HDMI x 1 (HDMI type A terminal, not compatible 


with VIERA Link) 


Audio Input/Output 


Audio IN: XLR x 2, 3 pin 
LINE/MIC (switch selection) 
LINE: 0 dBu 
MIC: -50 dBu/—60 dBu (menu selection), 
+48 V ON/OFF (switch selection) 
MIC IN: XLR x 1, 5 pin 


MIC IN: XLR x1, 3 pin 
+48 V supported (selectable menu) 
-40 dBu/-50 dBu/-60 dBu (selectable menu) 


Super Gain (S.GAIN): Selectable from 30 dB, 36 dB, 42 dB Wireless IN: 25 pin, D-SUB, —40 dBu, 2 CH supported 
Shutter Speed: 60i/60p mode: 1/60 (OFF) sec., 1/100 sec., Audio OUT: Pin jack x 2 (CH1, CH2), 
(Preset) 1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., Output level: 600 2, 316 mV 

1/2000 sec. Phones OUT: 3.5 mm diameter stereo mini jack x1 

30p mode: 1/30 (OFF) sec., 1/50 sec., 1/60 sec., Speaker: DO Tin diainGter found'x 1 

1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec. - + 

24p mode: 1/24 (OFF) sec., 1/50 sec., 1/60 sec., Other Input/Output 

1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec. 

50i/50p mode: 1/50 (OFF) sec., 1/60 sec., GENLOCK IN: BNC x 1, 1.0 V [p-p}, 75 @ 

1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., TC IN/OUT: BNC x 1, IN/OUT switch selection 

1/2000 sec. IN: 0.5 V [p-p] to 8 V [p-p], 10 kQ 

25p mode: 1/25 (OFF) sec., 1/50 sec., 1/60 sec., OUT: 2.0 +0.5 V [p-p], Low impedance 

1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec. DC IN: XLR x1, 4 pin, DC 12 V (DC 11.0 V to 17.0 V) 
Shutter Speed: 60i/60p mode: 1/60.0 sec. to 1/250.0 sec. DC OUT: 4 pin, DC 12 V (DC 11.0 V to 17.0 V), 
(Synchro Scan) 30p mode: 1/30.0 sec. to 1/250.0 sec. maximum output current 1.5 A 

24p mode: 1/24.0 sec. to 1/250.0 sec. REMOTE: 10 pin 

50i/50p mode: 1/50.0 sec. to 1/250.0 sec. Lens: 12 pin 

25p mode: 1/25.0 sec. to 1/250.0 sec. VF: 20 pin 
Shutter Speed: 60i/60p mode: 1/15 sec., 1/30 sec. LAN: 100BASE-TX/10BASE-T 


(Slow) 30p mode: 1/15 sec. 
24p mode: 1/12 sec. 
50i/50p mode: 1/12.5 sec., 1/25 sec. 
25p mode: 1/12.5 sec. 


Shutter Open Angle: 3.0 deg to 360.0 deg 
(in 0.5 deg steps, angle display) 


NORMAL mode: 

F9 (2000 Ix, 3200 K, 89.9 % reflection, 1080/59.94i) 
F10 (2000 Ix, 3200 K, 89.9 % reflection, 1080/50i) 
HIGH SENS mode: 

F12 (2000 Ix, 3200 K, 89.9 % reflection, 1080/59.94i) 
F13 (2000 Ix, 3200 K, 89.9 % reflection, 1080/50i) 


Sensitivity: 


Minimum Subject Illumination: 
Approx. 0.22 Ix (F1.4, +42 dB (S.GAIN)) 


Image S/N: 62 dB (standard) 


Horizontal Resolution: 1000 TV or higher (center) 


Memory Card Recorder Section 


Recording Media: P2 card (for microP2 card: adaptor is required) 


System Format: 1080/59.94i, 1080/23.98psF, 720/59.94p, 
480/59.94i, 1080/50i, 720/50p, 576/50i 


Recording Format: AVC-Intra100/AVC-Intra50/AVC-LongG50/ 
AVC-LongG25/AVC-LongG12/DVCPRO HD/ 
DVCPROS50/DVCPRO/DV formats switchable 


Recording Video Signal: 
1080/59.94i, 1080/29.97pN, 1080/23.98pN, 
720/59.94p, 720/29.97pN, 720/23.98pN, 
480/59.94i, 480/29.97p, 
1080/50i, 1080/25pN, 720/50p, 720/25pN, 
576/50i, 576/25p 


*Please see 19 - 20 page for Digital Video, Digital Audio and Proxy 
Specifications. 


USB 2.0 (Host): Type A connector, 4 pin 


USB 2.0 (Device): Type B connector, 4 pin 


USB 2.0 (Sub Host): Type A connector, 4 pin 
(exclusively for wireless module AJ-WM30) 


Included Accessories 


Shoulder strap, Mount cap 


* The optional AJ-YA600G SDI board is required. 


As of December, 2014 


AG-HPX610 


General 


Memory Card Recorder Section 


Power Supply: 


DC 12 V (DC 11.0 V to 17.0V) 


Recording Media: P2 card 


Power Consumption: 


18 W (body only) 
22 W (with AG-YDX600G and AG-YA600G) 


System Formats: 1080/59.94i, 1080/23.98PsF*, 720/59.94p, 
480/59.94i, 1080/50i, 720/50p, 576/50i 


Operating Temperature: 0 °C to 40 °C (32 °F to 104 °F) Recording Formats: AVC-Intra100/AVC-Intra50/DVCPRO HD/ 

Operating Humidity: 10 % to 85 % (no condensation) DVCPRO 50/DVCPRO/DV formats switchable 

Storage Temperature: —20 °C to 60 °C (—4 °F to 140 °F) Recording Video Signal: 

Weight: Approx. 2.8 kg, (6.2 Ib) 1080/59.94i, 1080/29.97p, 1080/29.97pN, 
body only, excluding the battery and accessories 1080/23.98p, 1080/23.98pA, 1080/23.98pN, 

Dimensions: 144 mm (W) x 267 mm (H) x 350 mm (D) 1080/50i, 1080/25p, 1080/25pN, 


(6-21/32 inches x 10-1/2 inches x 13-25/32 inches) 
excluding prominent parts 


Camera Section 


Pickup Device: 


2/3-type MOS x 1 


Lens Mount: 


2/3-type bayonet type 


ND Filter: 


CLEAR, 1/4, 1/16, 1/64 


Gain Selection”: 


—3 dB, 0 dB, 3 GB, 6 dB, 9 GB, 12 dB, 18 dB 
(18 dB: USER SW allocation) 


Color Temperature 


Settings: 

ATW, ATW LOCK, A CH, B CH, 
Preset 3200 K/Preset 5600 K/VAR 
(2400 K to 9900 kK) 


Shutter Speed: 
(Preset) 


[59.94 Hz] 

60i/60p mode: 1/60 (OFF) sec., 1/100 sec., 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., 
1/2000 sec. 

30p mode: 1/30 (OFF) sec., 1/50 sec., 1/60 sec., 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec. 
24p mode: 1/24 (OFF) sec., 1/50 sec., 1/60 sec., 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec. 
[50 Hz] 

50i/50p mode: 1/50 (OFF ) sec., 1/60 sec., 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., 
1/2000 sec. 

25p mode: 1/25 (OFF ) sec., 1/50 sec., 1/60 sec., 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec. 


Shutter Speed: 
(Syncro Scan) 


59.94 Hz] 

60i/60p mode: 1/60.0 sec. to 1/249.8 sec. 
30p mode: 1/30.0 sec. to 1/249.8 sec. 
24p mode: 1/24.0 sec. to 1/249.8 sec. 

50 Hz] 

50i/50p mode: 1/50.0 sec. to 1/250.0 sec. 
25p mode: 1/25.0 sec. to 1/250.0 sec. 


Shutter Speed: 
(Slow) 


59.94 Hz] 

60i/60p mode: 1/15 sec., 1/30 sec. 
30p mode: 1/15 sec. 

24p mode: 1/12 sec. 

50 Hz] 

50i/50p mode: 1/12.5 sec., 1/25 sec. 
25p mode: 1/12.5 sec. 


Shutter Open Angle: 


SCENE FILE VFR = OFF 

3 deg to 360 deg, 0.5 deg step select 
SCENE FILE VFR = ON*? 

(FRAME RATE 12p or more) 

3 deg to 360 deg, 0.5 deg step select 
SCENE FILE VFR = ON*2 

(Less than FRAME RATE 12p) 

3 deg to 22.5 deg, 0.5 deg step select 
45 deg, 90 deg, 180 deg, 360 deg 


Frame Rates*?: 
(59.94 Hz mode) 


1080: 1/2/4/6/9/12/15/18/20/21/22/24/25/26/27/ 
28/30 fps (frames per second) 17 steps 

720: 1/2/4/6/9/12/15/18/20/21/22/24/25/26/27/ 
28/30/32/34/36/40/44/48/54/60 fps 

(frames per second) 25 steps 


Frame Rates”: 
(50 Hz mode) 


1080: 1/2/4/6/9/12/15/18/20/21/22/23/24/25 fps 
(frames per second) 14 steps 

720: 1/2/4/6/9/12/15/18/20/21/22/23/24/25/26/ 
27/28/30/32/34/37/42/45/48/50 fps 

(frames per second) 25 steps 


Sensitivity**: F12 (2000 Ix, 3200 K, 89.9 % reflect, 1080/59.94i) 
F13 (2000 Ix, 3200 K, 89.9 % reflect, 1080/50i) 

Video S/N**: 59 dB (standard) 

Digital Zoom: 2x, 4x 


720/59.94p, 720/29.97p, 720/29.97pN, 
720/23.98p, 720/23.98pN, 

720/50p, 720/25p, 720/25pN, 
480/59.94i, 480/29.97p, 480/23.98p, 
480/23.98pA, 576/50, 576/25p 


*Please see 19 - 20 page for Digital Video and Digital Audio 
Specifications. 


Video Input/Output 

SDI OUT/IN (OP)**: BNC x 1 
HD SDI: 0.8 V [p-p], 75 Q 
SD SDI: 0.8 V [p-p], 75 Q 


MON OUT: BNC x1, 
HD SDI/SD SDI/VBS (Analog Composite) 
can be switched on SmatUI 
HD SDI: 0.8 V [p-p], 75 Q 
SD SDI: 0.8 V [p-p], 75 Q 
VBS: 1.0 V [p-p], 75 Q 
HDMI OUT: HDMI x 1 (HDMI TypeA terminal), 
VIERA Link not supported 
Audio Input/Output 
AUDIO IN: XLR x 2, 3 pin 
LINE/MIC switchable, high impedance, 
LINE: 0 dBu 
MIC:-50 dBu/-60 dBu (switching via menu) 
MIC +48 V ON/OFF (switchable) 
MIC IN: XLR x 1,3 pin 
+MIC/+48 V switchable, 
-40 dBu/—50 dBu/-60 dBu (switching via menu) 
WIRELESS IN: 25 pin, D-SUB, —40 dBu 2 CH supported 
AUDIO OUT: Pin jack x 2 (CH1/CH2), Output: 316 mV, 600 Q 
PHONES OUT: 23.5 mm stereo mini jack x 1 
Speaker: 20 mm diameter x 1 


Other Input/Output 


GENLOCK IN: BNC x 1, 1.0 V [p-p], 75 Q 
TC IN/OUT: IN: BNC x 1, 0.5 V [p-p] to 8 V [p-p], 10 kQ 
OUT: BNC x 1, 2.0 V [p-p] +0.5 V [p-p], 
low impedance (IN/OUT switching via menu) 
DC IN: XLR x 1, 4 pin, DC 12 V (DC 11.0 V to 17.0 V) 
DC OUT: 4 pin, DC 12 V (DC 11.0 Vto 17.0 V), Max. 1.5A 
REMOTE: 10 pin 
LENS: 12 pin 
VE: 20 pin 
LAN**: 100BASE-TX/10BASE-T 
USB 2.0 (Host): — Type-A, 4 pin 


USB 2.0 (Device): Type-B, 4 pin 
USB 2.0 (Host)*®:  Type-A, 4 pin (for Wireless Module AJ-WM30 or 
for UPLINK USB cable) 


Included Accessories 
Shoulder strap, Mount cap**, CD-ROM 


*1: When SHOOTING MODE is NORMAL on SYSTEM SETUP MENU, 

-3 dB setting is treated as OdB and 18dB setting can not be active. 

*2: AG-SFU602 Upgrade Software Key is required. 

*3: When SHOOTING MODE is LOW LIGHT on SYSTEM SETUP MENU 
*4: Mounting the optional AG-YA600G HD/SD SDI Input Board makes this 
system SDI Input. (SDI OUT/IN switching via menu) 

*5: When Upgrade Software Key AG-SFU601 is installed, the network 
function of cable LAN and wireless LAN becomes effective. 

*6: It is atta ched to the main body. 
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AG-HPX370 series 


General 


ee 


Memory Card Recorder 


Power Supply: DC 12 V (11.0 V to 17.0 V) 


Recording Media: P2 Card 


Power Consumption: Approx. 19 W 

(with standard VF, lens, LCD monitor ON) 
Operating Temperature: 0 °C to 40 °C (32 °F to 104 °F) 
Operating Humidity: 10 % to 85 % (no condensation) 
Storage Temperature: -20 °C to 60 °C (—4 °F to 140 °F) 
Weight: Approx. 3.6 kg (7.9 Ibs.) 
excluding battery and accessories 
Approx. 5 kg (11.0 Ibs.) 
with supplied Fujinon lens 
246 mm (W) x 251 mm (H) x 441 mm (D) 
(9-11/16 inches x 9-7/8 inches x 17-3/8 inches) 
excluding prominent parts 
246 mm (W) x 251 mm (H) x 549 mm (D) 
(9-11/16 inches x 9-7/8 inches x 21-5/8 inches) 
with Fujinon lens, excluding prominent parts 


Dimensions : 


Camera Section 
Pickup Device: 


2.2 million pixels, 
Progressive MOS Image sensor x 3 


Recording Video Signal: 

(59.94 Hz) 1080/59.94i, 1080/29.97p, 1080/29.97pN, 
1080/23.98p, 1080/23.98pA, 1080/23.98pN, 
720/59.94p, 720/29.97p, 720/29.97pN, 
720/23.98p, 720/23.98pN, 480/59.94i, 
480/29.97p, 480/23.98p, 480/23.98pA 

Recording Video Signal: 

(50 Hz) 1080/50i, 1080/25p, 1080/25pN, 720/50p, 
720/25p, 720/25pN, 576/50i, 576/25p 


*Please see 19 - 20 page for Digital Video and Digital Audio 
Specifications. 


Video Input/Output 


GENLOCK IN: BNC x 1, 1.0 V [p-p] 75 2 
VIDEO OUT: BNC x 1, 1.0 V [p-p] 75 Q 
SDI OUT: BNC x 2, 0.8 V [p-p] 75 Q 


HD/SD switchable 


Lens Mount: 1/3-type bayonet type Audio Input/Output 
Optical System: _ Prism system MIC IN: XLR x 1, 3 pin, +48 V compatible 
ND Filter: CLEAR, 1/4, 1/16, 1/64 MIC: —40 dBu/-50 dBu/-60 dBu 
Gain Selection: —3 dB, 0 dB, 3 dB, 6 dB, 9 dB, 12 dB, 24 dB (switchable on menu) 
Shutter Speed: 50i/50p mode: 1/50 (OFF) sec., 1/60 sec., Audio IN: XLR x 2 (CH1/CH2), 3 pin 
(Preset) 1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., LINE/MIC/+48 V switchable 
1/2000 sec. LINE: 0 dBu 
25p mode: 1/25 (OFF) sec., 1/50 sec., 1/60 sec., MIC: -50 dBu/—60 dBu (switchable on menu) 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., Wireless: 25 pin, D-SUB, —40 dBu 
1/2000 sec. Audio Out: Pin jack x 2 (CH1/CH2), 
60i/60p mode: 1/60(OFF) sec., 1/100 sec., Output level: 316 mV, 600 Q 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., Earphone: Ss int jack 5 di : 
4/2000 sec. arphone: tereo mini jack (3.5 mm diameter) 
30p mode: 1/30(OFF) sec., 1/60 sec., 1/100 sec., Internal Speaker: _28 mm round shape x 1 
ioe 1/250 sec., 1/500 sec., 1/1000 sec., Other Input/Output Signal 
24p mode: 1/24(OFF) sec., 1/60 sec., 1/100 sec., TC In: BNC x 1, 0.5 V [p-p] to 8 V [p-p], 10 kQ 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., TC Out: BNC x 1, low impedance, 2.0 V [p-p] +0.5 V [p-p] 
1/2000 sec. IEEE 1394: 6 pin, digital In/Out, based on IEEE 1394 Standard 
Shutter Speed: 50i mode: 1/50.0 sec. to 1/250.0 sec. DC In: XLR x 1, 4 pin, DC12 V (DC 11.0 V to 17.0 V) 
(Variable) 25p mode: 1/25.0 sec. to 1/250.0 sec. DC Out: 4 pin, DC 12 V (DC 11.0 V to 17.0 V), max 1.5 A. 
60i mode: 1/60.0 sec. to 1/249.8 sec. Remote: 10 pin 
30p mode: 1/30.0 sec. to 1/249.8 sec. Tens: : 12 pin 
24p mode: 1/24.0 sec. to 1/249.8 sec. USB 2 0 (Device): Ti e B. 4 pi 
Shutter Speed: — 50i/50p mode: 1/12.5 sec., 1/25 sec. -0 (Device): ‘Type-B, 4 pin 


(Slow) 25p mode: 1/6.25 sec., 1/12.5 sec. 
60i/60p mode: 1/15 sec., 1/30 sec. 
30p mode: 1/7.5 sec., 1/15 sec. 
24p mode: 1/6 sec., 1/12 sec. 
3 deg to 359.5 deg, 0.5 deg step select 
50 Hz mode: variable 12/15/18/20/21/22/23/24/ 
25/26/27/28/30/32/34/37/42/45/48/50 fps 
(frames per second) 20 steps 
59.94 Hz mode: variable 12/15/18/20/21/22/24/ 
25/26/27/28/30/32/34/36/40/44/48/54/60 fps 
(frames per second) 20 steps 
F11 (2000 Ix, 3200 K, 89.9 % reflect, 1080/50i) 
F10 (2000 Ix, 3200 K, 89.9 % reflect, 1080/59.94i) 
Minimum Subject Illumination: 

0.4 Ix 

(F1.6 , Gain 24 dB , shutter speed 1/30 sec.) 
Horizontal Resolution: 

More than 1000 TV lines (center) 


Aperture Angle: 
Frame Rate: 


Sensitivity: 


USB 2.0 (Host): Type-A, 4 pin 


Monitor and Viewfinder 


LCD Monitor: 3.2 inch approx. 921,000 dots (16:9) 
Viewfinder: 0.45 inch approx. 1,226,000 dots (16:9) 


Included Accessories 


Fujinon lens, Front lens cap, Rear lens cap, Zoom lever, 
Lens connector cap, Lens hood, Lens hood cap, Eye cup, 
Shoulder belt, Front audio level knob with screw, Mount cap, 
BNC connector cap, XLR connector cap, Software CD-ROM 


AJ-PX270 


General 


Power Supply: DC 7.2 V (when the battery is used) 


DC 12 V (when the AC adaptor is used) 


Power Consumption: 19.5 W (when the LCD monitor is used) 


Operating Temperature: 0 °C to 40 °C (3 2°F to 104 °F) 


Operating Humidity: 10 % to 80 % (no condensation) 


Weight: Approx. 2.2 kg (4.9 Ibs.) body only, 
excluding lens hood, battery, and accessories 
Approx. 2.6 kg (5.7 Ibs.) including lens hood, 
supplied battery, and microphone holder 


Dimensions: 176 mm(H) x 171 mm(W) x 329 mm (D) 
(6-15/16 inches x 6-23/32 inches x 12-15/16 inches) 


(excluding protrusion) 


Camera Section 


As of December, 2014 


Sensitivity: [HIGH SENS.] mode 
F11 (2000 Ix, 3200 K, 89.9 % reflection, 1080/59.94i) 
F12 (2000 Ix, 3200 K, 89.9 % reflection, 1080/50i) 


Minimum Subject Illumination: 


0.02 Ix 

(F1.6, gain 18 dB, [1S.EXP], [HIGH SENS.] mode) 
Digital Zoom: 2x, 5x, 10x 
Lens Hood: Hood with lens cover 


Memory Card Recorder Section 
Recording Media: microP2 card, P2 card 
Recording Slot: microP2 card slot x 2, P2 card slot x 1 


System Format: 1080/59.94p, 1080/59.94i, 720/59.94p, 
480/59.94i 1080/50p, 1080/50, 720/50p, 576/50i 


Pickup Device: 1/3-type 2.2 million pixels, 
MOS solid state image sensor x3 


Lens: Optical image stabilizer lens, 
optical 22x motorized zoom 
F1.6 to F3.2 (f=3.9 mm to 86 mm) 
35 mm conversion: 28 mm to 616 mm (16:9) 


Filter Diameter: 72mm 


Optical System: Prism system 


ND Filter: CLEAR, 1/4, 1/16, 1/64 


Shortest Shooting Distance: 
1.1 m from the front lens (M.O.D.) 
Approx. 0.06 m from front lens 
(When Macro=On, at wide-end) 


L/M/H selector switch-3 dB to 18 dB (in 1 dB steps) 
(Negative value of gain is only in [HIGH SENS.] mode.) 
(When assigning [S.GAIN] to the USER button: 
Switching between 24 dB, 30 dB, and 36 dB) 


Gain Setting: 


Color Temperature Setting: 
ATW, ATW LOCK, A CH, B CH, 
preset 3200 K/preset 5600 K/VAR 
(2000 K to 15000 kK) 


Shutter Speed: [59.94 Hz] 

(Preset) 60i/60p mode: 1/60 (shutter off) sec., 
1/100 sec., 1/120 sec., 1/250 sec., 1/500 sec., 
1/1000 sec., 1/2000 sec. 
30p mode: 1/30 sec., 1/50 (shutter off) sec., 
1/60 sec., 1/120 sec., 1/250 sec., 1/500 sec., 
1/1000 sec., 1/2000 sec. 
24p mode: 1/24 sec., 1/50 (shutter off) sec., 
1/60 sec., 1/120 sec., 1/250 sec., 1/500 sec., 
1/1000 sec., 1/2000 sec. 
[50 Hz] 
50i/50p mode: 1/50 (shutter off) sec., 1/60 sec., 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., 
1/2000 sec. 
25p mode: 1/25 sec., 1/50 (shutter off) sec., 
1/60 sec., 1/120 sec., 1/250 sec., 1/500 sec., 
1/1000 sec., 1/2000 sec. 

Shutter Speed: [59.94 Hz] 


(Synchro Scan) 60i/60p mode: 1/60.0 sec. to 1/249.8 sec. 
30p mode: 1/30.0 sec. to 1/249.8 sec. 
24p mode: 1/24.0 sec. to 1/249.8 sec. 
[50 Hz] 

50i/50p mode: 1/50.0 sec. to 1/250.0 sec. 


25p mode: 1/25.0 sec. to 1/250.0 sec. 


Shutter Speed: Setting is possible when [VFR]=[OFF] 
(Slow) [59.94 Hz] 
60i/60p mode: 1/1 sec., 1/2 sec., 1/4 sec., 
1/6 sec., 1/15 sec., 1/30 sec. 
30p mode: 1/1 sec., 1/2 sec., 1/4 sec., 1/6sec., 
1/15 sec. 
24p mode: 1/1 sec., 1/2 sec., 1/4 sec., 1/6 sec., 
1/12 sec. 
[50 Hz] 
50i/50p mode: 1/1 sec., 1/2 sec., 1/4 sec., 
1/6 sec., 1/12 sec., 1/25 sec. 
25p mode: 1/1 sec., 1/2 sec., 1/4 sec., 1/6 sec., 
1/12 sec. 


Recording Format: AVC-Intra100/AVC-Intra50/AVC-LongG50/ 
AVC-LongG25/AVC-LongG12/DVCPRO HD/ 
DVCPRO50/DVCPRO/DV formats 

Recording Video Signal: 
1080/59.94p, 1080/59.94i, 1080/29.97pN, 
1080/23.98pN, 720/59.94p, 480/59.94i, 
480/29.97p 1080/50p, 1080/50i, 1080/25pN, 
720/50p, 576/50i, 576/25p 


*Please see 19 - 20 pagee for Digital Video, Digital Audio and Proxy 
Specifications. 


Video Input/Output 


SDI OUT: BNC x 1, HD (8 G/1.5 G), SD: 0.8 V [p-p], 75 
VIDEO OUT: BNC x 1, Also used as the GENLOCK IN, 
IN/OUT switch selection 
Composite: 1.0 V [p-p], 75 Q 
HDMI OUT: HDMI x 1 (HDMI type A terminal, 
not compatible with VIERA Link) 
Audio Input 


Built-in Microphone: Supports stereo microphone 
AUDIO INPUT 1/AUDIO INPUT 2: 
XLR x 2, 3 pin.Input high impedance, 
LINE/MIC switch selection 
LINE: 4 dBu/O dBu (selectable menu) 
MIC: -40 dBu/-50 dBu/-60 dBu (selectable menu), 
+48 V ON/OFF (switch selection) 


Audio Output 


AUDIO OUT: 3.5 mm diameter stereo mini jack x 1, 
Output level: 600 Q, 316 mV 
Headphones: 3.5 mm diameter stereo mini jack x 1 
100 Q, -16 dBV 
(32 Q load, at maximum output level) 
Speaker: 20 mm diameter, round x 1 


Other Input/Output 


CAM REMOTE: 2.5 mm diameter super mini jack x 1 ZOOM S/S 
3.5 mm diameter mini jack x 1 FOCUS IRIS 
GENLOCK IN: BNC x 1, also used as the VIDEO OUT, 
IN/OUT switch selection, 1.0 V [p-p], 75 Q 
TC IN/OUT: BNC x 1, Used as the input and output terminals, 


IN/OUT switch selection 
Input: 1.0 V [p-p] - 4.0 V [p-p], 10 kQ 
Output: 2.0 V [p-p] +0.5 V [p-p], low impedance 
LAN: 100BASE-TX/10BASE-T 
USB 2.0 (Device): Type miniB connector, 4 pin 
USB 3.0 (Host): — Type A connector, 9 pin 
USB 2.0 (Sub-Host): Type A connector, 4 pin 
(exclusively for wireless module AJ-WM30) 
DC 12 V (DC 10.5 V - 13.5 V), EIAJ type 4 


DC IN 12V: 


Monitor and Viewfinder 
LCD Monitor: 3.5 type QHD color monitor (Approx. 1560000 dots) 


Shutter Open Angle: 3.0 deg to 180.0 deg to 360.0 deg 
(in 0.5 deg steps, angle display) 


Frame Rate: 1080/59.94p: 1/2/4/6/ 9/12/15/18/20/21/22/24/ 
25/26/27/28/30/32/34/36/40/44/48/54/60 fps 
(frames per second) 25 steps 

1080/50p: 1/2/4/6/9/12/15/18/20/21/22/23/ 
24/25/26/27/28/30/32/34/37/42/45/48/50 fps 


(frames per second) 25 steps 


Viewfinder: 0.5 type OLED (organic EL display) 
(Approx. 2360000 dots, video display area: 
Approx. 1770000 dots) 


Included Accessories 


Battery (VW-VBD58), Shoulder strap, Battery charger, AC adaptor, 
Microphone holder, Screw for microphone holder (12 mm), 
Power code x 2, Eye cup, Lens hood, Grip belt 
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AG-HPX255/HPX250 


General 
Power Supply: 


DC 7.2 V (when the battery is used) 
DC 7.9 V (when the AC adaptor is used) 
Power Consumption: AG-HPX255: 
15.0 W (when the LCD monitor is used) 
17.5 W (when the LCD monitor and AG-EC4G are used) 
AG-HPX250: 
15.0 W (when the LCD monitor is used) 
Operating Temperature: 0 °C to 40 °C (82 °F to 104 °F) 
Operating Humidity: 10 % to 80 % (no condensation) 
Weight: Approx. 2.5 kg (5.5 Ib) 
excluding battery and accessories 
180 mm (W) x 195 mm (H)x 438 mm (D) 
(7 inches x 7-11/16 inches x 17-1/4 inches) 
excluding battery, accessories and protrusions 


Dimensions: 


Camera Section 
Pickup Devices: _1/3-type progressive, 2.2 megapixel, 


3MOS sensor 
Effective Pixels: 1920 (H) x 1080 (V) 
Lens: Optical image stabilizer lens, 22x motorized zoom 


F1.6 - 3.2 (f=3.9 mm - 86 mm), 
35 mm conversion: 28 mm - 616 mm (16:9) 


59.94 Hz mode: 

(at 2000 Ix, 3200 K, 89.9 % reflection) 
F7 (1080/59.94i, PA.P FILTER: TYPE2) 
F10 (1080/59.94i, PA.P FILTER: TYPE1) 
50 Hz mode: 

(at 2000 Ix, 3200 K, 89.9 % reflection) 
F8 (1080/50i, PA.P FILTER: TYPE2) 

F11 (1080/50i, RA.P FILTER: TYPE1) 
Minimum Illumination: 

0.2 Ix (F1.6, Gain +30 dB, 

shutter speed 1/30 sec., PA.P FILTER: TYPE1) 


x2,x5,x10 


Sensitivity: 


Digital Zoom: 


Memory Card Recorder Section 

Recording Media: P2 card 

Recording Formats: AVC-Intra100/AVC-Intra50/DVCPRO HD/ 
DVCPROS50/DVCPRO/DV formats switchable 


*Please see 19 - 20 page for Digital Video and Digital Audio 
Specifications. 


Video Input/Output 


Filter Diameter: 72mm GENLOCK IN: BNC x 1, 1.0 V [p-p], 75 Q 

Optical System: Prism color separation VIDEO OUT: Pin jack x 1, 1.0 V [p-p], 75 Q 

ND filter: CLEAR, 1/4, 1/16, 1/64 SDI OUT: BNC x 1, 0.8 V [p-p], 75 Q, 

Minimum Shooting Distance: HD/SD switching via menu, 
Approx. 1m 10 bit 4:2:2 via camera through out 

Hood: Large-sized lens hood with wide angle of view HDMI OUT: HDMI TypeA 


Gain Settings: Mee ee aa +12 dB, +15 dB, Audio Input/Output 
(+24 dB, +30 dB: USER SW allocation only) Built-In MIC IN: | Supports stereo microphones 
Shutter Speed: 60i/60p mode: 1/60 (OFF) sec., 1/100 sec., AUDIO IN: XLR x 2 (INPUT 1, INPUT 2), 3 pin 
(Preset) 1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., LINE/MIC/+48 V switchable, 
1/2000 sec. LINE: 0 dBu, 
30p mode: 1/30 (OFF) sec., 1/60 sec., MIC: -40 dBu/-50 dBu/-60 dBu switching via menu 
1/100 sec., 1/120 sec., 1/250 sec., 1/500 sec., AUDIO OUT: Pin jack x 2 (CH1/CH2), Output: 316 mV, 600 Q 
1/1000 sec., 1/2000 sec. Headphone: 93.5 mm stereo mini jack x 1 
24p mode: 1/24 (OFF) sec., 1/60 sec., 1/100 sec., Internal Speaker: 20 mm diameter x 1 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., 
ers eae sate ite Other Input/Output 
i mode: sec., sec., 3 7 
1/120 seo., 1/250 a ‘00 sec., 1/1000 sec., REMOTE: 10 pith for AG ECAC (AGSHEK25 only) 
4/2000 sec. TC IN/OUT: BNC x 1, 
25p mode: 1/25 (OFF) sec., 1/50 sec., 1/60 sec., IN: a Vv (p-P] to 8 V [p-p], 10 k2 
1/120 sec., 1/250 sec., 1/500 sec., 1/1000 sec., OUT: low impedance, 2.0 V [p-p] +0.5 V [p-p] 
1/2000 sec. CAM REMOTE: 2.5 mm diameter, Super mini jack x 1 (ZOOM, S/S) 
Shutter Speed: — 60i/60p mode: 1/60.0 sec. to 1/249.8 sec. 3.5 mm diameter Mini jack x 1 (FOCUS, IRIS) 
(Synchro Scan) — 30p mode: 1/30.0 sec. to 1/249.8 sec. IEEE 1394*: 6 pin, digital input/output 


24p mode: 1/24.0 sec. to 1/249.8 sec. 
50i/50p mode: 1/50.0 sec. to 1/250.0 sec. 
25p mode: 1/25.0 sec. to 1/250.0 sec. 


(compliant with IEEE 1394) 
USB 2.0 (Device)*: Type-miniB, 4 pin 
USB 2.0 (Host)*: _ Type-A, 4 pin 


Shutter Speed: 60i/60p mode: 1/15 sec., 1/30 sec. 
(Slow) 30p mode: 1/7.5 sec., 1/15 sec. 
24p mode: 1/6 sec., 1/12 sec. 
50i/50p mode: 1/12.5 sec., 1/25 sec. 
25p mode: 1/6.25 sec., 1/12.5 sec. 


Shutter Open Angle: 3 degrees to 359.5 degrees in 
0.5 degree increments 


59.94 Hz mode: 

1080p: 1/2/4/6/9/12/15/18/20/21/22/24/25/26/ 
27/28/30 fps (frames per second) 17 steps 
720p: 1/2/4/6/9/12/15/18/20/21/22/24/25/26/ 
27/28/30/32/34/36/40/44/48/54/60 fps 
(frames per second) 25 steps 

50 Hz mode: 

1080p: 1/2/4/6/9/12/15/18/20/21/22/23/24/ 
25 fps (frames per second) 14 steps 

720p: 1/2/4/6/9/12/15/18/20/21/22/23/24/25/ 
26/27/28/30/32/34/37/42/45/48/50 fps 
(frames per second) 25 steps 


Frame Rates: 


Monitor and Viewfinder 


LCD Monitor: 87.63 mm (3.45 inches) color LCD monitor 
with approx. 921,000 dots (16:9) 
Viewfinder: 11.43 mm (0.45 inches) color LCD monitor 


with approx. 1,226,000 dots (16:9) 


Included Accessories 


AC adaptor Battery charger, AC cable, DC cable, 5400 mAh battery 
pack, Wireless remote controller with button-type battery, 
Microphone holder, Eye cup, Shoulder strap, P2 card driver software 
install CD-ROM 


*AG-HPX255EJ/HPX250EJ don't support input via IEEE 1394 and USB 2.0. 


AG-3DP1G 


As of December, 2014 


General Video Input/Output 
Power Supply: DC 12 V (11.0 V to 17.0 V) GENLOCK IN: BNC x 1, 1.0 V [p-p], 75 Q 
Power Consumption: 38 W (Camera only) HD SDI OUT: BNC x 2 (L/R), 0.8 V [p-p], 75 Q 


Operating Temperature: 0 °C to 40 °C (32 °F to 104 °F) 


Operating Humidity: 10 % to 80 % (relative humidity) 


HD SDI MONITOR OUT: 
BNC x 1, 0.8 V [p-p], 75 Q 


Storage Temperature: -20 °C to 60 °C (-4 °F to 140 °F) 


Weight: Approx. 6.1 kg (13.4 Ib) (Camera section only) 
Approx. 7.9 kg (17.4 Ib) 
(including an AJ-HVF21KG, a DIONIC battery, 
two P2 cards, and an AJ-MC900G microphone) 


Dimensions: 235 mm (W) x 270.5 mm (H) x 667.5 mm (D) 
(9-1/4 inches x 10-5/8 inches x 26-1/4 inches) 


(Camera Section only, excluding protrusions) 


Camera Section 


Pickup Devices: _1/3-type progressive, 
2.2 megapixel, 3MOS sensor x 2 


Lens: Optical 17x, F1.6 (Wide) to F3.4 (Tele) 
Focal distance: f 4.6 mm to 79 mm 
(35 mm equivalent: 35.0 mm to 602 mm) 


Optical System: Prism system 


Distance Between the Optical Axes: 
Approx. 58 mm (2-5/16 inches) 


Reference Plane Adjustment Range: 
Approx. 1.1 m (43-5/16 inches) to eo 


ND Filter: CLEAR, 1/4, 1/16, 1/64 


Gain Settings: 0 dB, +3 GB, +6 dB, +9 dB, +12 dB 


Shutter Speed: 60i/60p mode: 1/60 (OFF) sec., 1/100 sec., 
1/120 sec., 1/250 sec. 

30p mode: 1/30 (OFF) sec., 1/60 sec., 
1/100 sec., 1/120 sec., 1/250 sec. 

24p mode: 1/24 (OFF) sec., 1/60 sec., 
1/100 sec., 1/120 sec., 1/250 sec. 

50i/50p mode: 1/50 (OFF) sec., 1/60 sec., 
1/120 sec., 1/250 sec. 

25p mode: 1/25 (OFF) sec., 1/50 sec., 
1/60 sec., 1/120 sec., 1/250 sec. 


Shutter Speed: 
(Synchro Scan) 


60i/60p mode: 1/60.0 sec. to 1/249.8 sec. 
30p mode: 1/30.0 sec. sec. to 1/249.8 sec. 
24p mode: 1/24.0 sec. to 1/249.8 sec. 
50i/50p mode: 1/50.0 sec. to 1/250.0 sec. 
25p mode: 1/25.0 sec. to 1/250.0 sec. 


Shutter Speed: 60i/60p mode: 1/15 sec., 1/30 sec. 
(Slow) 30p mode: 1/15 sec. 
24p mode: 1/12 sec. 
50i/50p mode: 1/12.5 sec., 1/25 sec. 
25p mode: 1/12.5 sec. 


59.94 Hz mode: 12/15/18/20/21/22/24/25/26/ 
27/28/30/32/34/36/40/44/48/54/60 fps 
(frames per second) 20 steps 

50 Hz mode: 12/15/18/20/21/22/23/24/25/26/ 
27/28/30/32/34/37/42/45/48/50 fps 

(frames per second) 20 steps 


Frame Rates: 


Memory Card Recorder Section 


Recording Media: P2 card 


Recording Formats: AVC-Intra100/AVC-Intra50 


Recorded Video Signals: 
59.94 Hz mode: 1080/59.94i, 1080/29.97pN, 
1080/23.98pN, 720/59.94p, 720/29.97pN, 
720/23.98pN 
50 Hz mode: 1080/50i, 1080/25pN, 720/50p, 
720/25pN 


*Please see 19 - 20 page for Digital Video and Digital Audio 
Specifications. 


HDMI OUT: Atype x1 

Simultaneous output with HD SDI OUT is not 
possible. 

HD SDI RETURN IN: 


BNC x 1, 0.8 V [p-p], 75 Q 


Audio Input/Output 

MIC IN: XLR, 5 pin, +48 V (available) 
available menu selections: -40 dBu/-50 dBu 
XLR x 2 (CH1, CH2), 3 pin 
LINE/MIC/+48 V (selectable 
LINE: available menu selections: 
+4 dBu/O dBu/-3 dBu 

MIC: available menu selections: 
-50 dBu/-60 dBu 

WIRELESS: 25 pin, D-SUB, -40 dBu 
Earphone: 23.5 mm stereo mini jack x 2 
Internal Speaker: 28 mm diameter x 1 


AUDIO IN: 


Other Input/Output 


TC IN: BNC x 1, 0.5 V [p-p] to 8 V [p-p], 10 kQ 
TC OUT: BNC x 1, low impedance, 2.0 V [p-p] +0.5 V [p-p] 
DC IN: XLR x 1, 4 pin, DC 12 V (DC 11.0 V to 17.0 V) 
DC OUT: 4 pin, DC 12 V (DC 11.0 V to 17.0 V), 

Maximum rated current: 1.5 A 
REMOTE: 10 pin 


CAMERA REMOTE: ZOOM S/S: 
Super mini jack (2.5 mm diameter) x 1 


FOCUS IRIS: 
Super mini jack (3.5 mm diameter) x 1 
CONVERGENCE: 
Super mini jack (2.5 mm diameter) x 1 
LCD Monitor 
LCD monitor: 82 mm (3.2 inch) color LCD monitor 


with approx. 921,000 dots (16:9) 


Included Accessories 


Shoulder belt, Microphone holder, XLR Connector Cap’, 
Lens Cap*, BNC Cap*, CD-ROM 


“These accessories are attached to the units. 
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AJ-HPD2500 


General 


Se 


Audio Specification (Digital Audio) 


Power Supply: AC 100 V to 240 V, 50 Hz/60 Hz 65 W (full option) 


Operating Temperature: 5 °C to 40 °C (41 °F to 104 °F) 


Operating Humidity: 10 % to 80 % (no condensation) 


Storage Temperature: -20 °C to 50 °C (-4 °F to 122 °F) 


Weight: Approx. 13 kg (28.66 Ibs) 


Dimensions: 424.0 mm (W) x 175.2 mm (H) x 414.7 mm (D) 
(16-3/4 inches x 6-15/16 inches x 16-3/8 inches) 


Sampling Frequency: 
48 kHz (sync video) 


Quantizing: 16 bit 


Frequency Response: 
20 Hz to 20 kHz, +1.0 dB (reference level) 


Dynamic Range: More than 85 dB 
(1 kHz, emphasis off, “A” weighted) 


excluding feet, connector and jog dial. Distortion: Less than 0.1 % 
Recording Media: P2 card, SD/SDHC Memory Card (1_kHz, emphasis off, reference level) 
(AVCHD Recording*’) Cross Talk: Less than —80 dB (1 kHz, between 2 channels) 
Headroom: 20 dB/18 dB/12 dB switchable 


Recording Format: AVC-Intra100/AVC-Intra50/DVCPRO HD/ 
DVCPRO 50/DVCPRO/DV/AVCHD"' selectable 


De-emphasis: T1=50 usec, T2=15 psec (ON/OFF auto) 


Recording Video Signal: 
1080/59.94i, 1080/23.98p, 1080/24p, 
1080/29.97p, 1080/25p, 1080/50i, 
720/59.94p, 720/50p, 480/59.94i, 576/50i 


Recording Audio Signal: 
AVC-Intra100/AVC-Intra50: 48 kHz, 
16 bit 8 CH/24 bit 4 CH selectable 
DVCPRO HD: 48 kHz, 16 bit, 8 CH 
DVCPRO 50: 48 kHz, 16 bit, 4 CH 
DVCPRO/DV: 48 kHz, 16 bit, 2 CH/4 CH selectable 


Video Specification (Digital Video) 


Sampling Frequency: 
AVC-Intra100/DVCPRO HD 
(59.94 Hz): Y: 74.1758 MHz, Ps/Pr: 37.0879 MHz 
(50 Hz): Y: 74.2500 MHz, Ps/Pr: 37.1250 MHz 
DVCPRO 50: Y: 13.5 MHz, Ps/Pr: 6.75 MHz 
DVCPRO: Y: 13.5 MHz, Ps/Pr: 3.375 MHz 


AVC-Intra100/AVC-Intra50: 10 bit 
DVCPRO HD/DVCPRO 50/DVCPRO/DV: 8 bit 


Quantizing: 


Compression Format: 
AVC-Intra100/AVC-Intra50: 
MPEG-4 AVC/H.264 Intra Profile 
DVCPRO HD: 
DV-Based Compression (SMPTE 370M) 
DVCPRO 50/DVCPRO: 
DV-Based Compression (SMPTE 314M) 
DV: DV Compression (IEC61834-2) 


Color Sampling: — AVC-Intra100: Y:Pe:PR = 4:2:2 


Resolution: AVC-Intra100: 
1920 x 1080 (1080/59.94i, 1080/50i) 
1280 x 720 (720/59.94p, 720/50p) 
AVC-Intra50: 
1440 x 1080 (1080/59.94i, 1080/50i) 
960 x 720 (720/59.94p, 720/50p) 


Video Input 


Analog Composite Input: 
BNC x 1 (loop-through x 1), 75 Q auto (Video In), 
1.0 V [p-p] (75 Q) 


Audio Input 
Analog Input: XLR x 2 (CH1/CH2), 

600 9/high-impedance switchable, 

+4 dBu/O dBu/-3 dBu/-20 dBu switchable 
Digital Input: BNC x 4 (CH1/2, CH3/4, CH5/6, CH7/8), 


AES/EBU format SMPTE 276M 

SDI Input: 

BNC x 1 (HD SDI Input/SD SDI Input switchable) 
HD Serial Digital: 

SMPTE 292M/296M/299M standard 

SD Serial Digital: 

SMPTE 259M-C/272M-A standard 

ITU-R BT. 656-4 (576/50i) standard 


Audio Output 


Analog Output: XLR x 2, low-impedance, 


+4 dBu/O dBu/-3 dBu/-20 dBu switchable 


Digital Output: BNC x 4 (CH1/2, CH3/4, CH5/6, CH7/8), 


AES/EBU format SMPTE 276M 


SDI Output: BNC x 2 (HD/SD switchable) 
HD SDI: SMPTE 292M/296M/299M standard 
SD SDI: SMPTE 259M-C/272M-A standard 


ITU-R BT. 656-4 (576/50i) standard 


SD SDI MON Output: 
BNC x1 
HD SDI: SMPTE 292M/296M/299M standard 
SD SDI: SMPTE 259M-C/272M-A standard 
ITU-R BT. 656-4 (576/50i) standard 


Monitor Ontput: — XLR x 2 (CH1/CH2), low-impedance, 
+4 dBu/O dBu/-3 dBu/-20 dBu switchable 


Headphones: Stereo mini jack (3.5 mm diameter), 


8 Q, variable level 


Other Input/Output 


Time Code Input: BNC x 1, 0.5 V [p-p] to 8.0 V [p-p], 10 kQ 


Time Code Output: BNC x 1, 2.0 V [p-p] +0.5 V [p-p], low impedance 


RS-232C Input/Output: 
D-sub 9 pin, RS-232C Interface x 1 


Reference Input: BNC x 1 (loop-through x 1), 
Black Burst/HD 3 value SYNC, 75 Q auto 


SDI Input: BNC x 1, (HD/SD switchable) 


HD SDI: SMPTE 292M/296M/299M standard 


RS-422A Input/Output: 
D-sub 9 pin, RS-422A Interface x 1 


Parallel: D-sub 25 pin x 1 


Encoder remote: D-sub 15 pin x 1 


SD SDI: SMPTE 259M-C/272M-A standard, USB 2.0: Host x 1, Device x 1 
ITU-R BT.656-4 standard LAN: 1000BASE-T/100BASE-TX/10BASE-T x 1 
eSATA: eSATA 3Gbit port x 1 


Video Output 


SD Analog Composite Output: 
BNC x 1 (Super ON/OFF) 


SDI Output: BNC x 2, (HD/SD switchable) 
HD SDI: SMPTE 292M/296M/299M standard 
SD SDI: SMPTE 259M-C/272M-A standard, 


ITU-R BT.656-4 standard 


SD SDI MON Output: 
BNC x 1, SMPTE 259M-C/272M-A standard 
ITU-R BT. 656-4 (576/50i) standard 


VideoAdjustment Range: 
Output Gain: —co to +3 dB or —0 to +6 dB 
(Menu switchable) 
Chroma Output Gain: - to +3 dB 
Chroma Phase: +30° 
Setup Level: +10 % 
Sink Phase: +15 us 
SC Phase: +180° 


*1: When using the AJ-YCX250G AVCHD codec board. Only possible when 
simultaneously recording P2HD and AVCHD. Recording only AVCHD is not 
possible. *2: To record and play back AVCHD is only possible when an 
AJ-YCX250G AVCHD codec board (optional) is installed. 


AJ-HPM200 


General 


As of December, 2014 


Audio Specification (Digital Audio) 


Power Source: AC 100 V to 240 V, 50 Hz/60 Hz 60 W 


DC 12 V/4.8A 


Sampling Frequency: 
48 kHz (sync video) 


Power Consumption: 0 °C to 40 °C (82 °F to 104 °F) 


Operating Humidity: 10 % to 80 % (no condensation) 


Weight: Approx. 6.6 kg (14.55 Ibs) 


Dimensions: 301 mm (W) x 120 mm (H) x 412mm (D) 
(11-7/8 inches x 4-3/4 inches x 16-1/4 inches) 


Recording Format: AVC-Intra100/AVC-Intra50/DVCPRO HD/ 
DVCPRO 50/DVCPRO/DV/AVCHD"' selectable 


Recording Video Signal: 
1080/59.94i, 1080/23.98p, 1080/24p, 
1080/29.97p, 1080/25p, 1080/50i, 
720/59.94p, 720/50p, 480/59.94i, 576/50i 


AVC-Intra100/AVC-Intra50: 24 bit/16 bit 
(selectable) 
DVCPRO HD/DVCPRO50/DVCPRO/DV: 16 bit 


Quantizing: 


Frequency Response: 
20 Hz to 20 kHz, +1.0 dB (reference level) 


Dynamic Range: More than 85 dB 
(1 kHz, emphasis off, “A” weighted) 


Distortion: Less than 0.1% 

(1 kHz, emphasis off, reference level) 
Cross Talk: Less than -80 dB (1 kHz, between 2 channels) 
Headroom: 20/18/12 dB switchable 


Recording Audio Signal: 
AVC-Intra100/AVC-Intra50: 48 kHz, 
16 bit 8 CH/24 bit 4 CH selectable 
DVCPRO HD: 48 kHz, 16 bit, 8 CH 
DVCPRO 50: 48 kHz, 16 bit, 4 CH 
DVCPRO/DV: 48 kHz, 16 bit, 2 CH/4 CH selectable 


Recording Media: P2 card 


Video Specification (Digital Video) 


Sampling Frequency: 
AVC-Intra100/DVCPRO HD 
(59.94 Hz): Y: 74.17586 MHz, Ps/PrR: 37.0879 MHz 
(50 Hz): Y: 74.2500 MHz, PB/PR: 37.1250 MHz 
DVCPRO 50: Y:13.5 MHz, PB/Pr: 6.75 MHz 
DVCPRO: Y: 13.5 MHz, PB/PrR: 3.375 MHz 


AVC-Intra100/AVC-Intra50: 10 bit 
DVCPRO HD/DVCPRO 50/DVCPRO/DV: 8 bit 


Quantizing: 


Compression Format: 
AVC-Intra100/AVC-Intra50: 
H.264/AVC Intra Profile 
DVCPRO HD: 
DV-Based Compression (SMPTE 370M) 
DVCPRO 50/DVCPRO: 
DV-Based Compression (SMPTE 314M) 
DV: 
DV Compression (IEC61834-2) 


Color Sampling: — AVC-Intra100: Y:PB:PR = 4:2:2 


Resolution: AVC-Intra100: 
1920 x 1080 (1080/59.94i, 1080/50i) 
1280 x 720 (720/59.94p, 720/50p) 
AVC-Intra50: 
1440 x 1080 (1080/59.94i, 1080/50i) 
960 x 720 (720/59.94p, 720/50p) 


Video Input Signal 


Analog Composite Input: 
BNC x 1 (VIDEO IN), 1.0 V [p-p] (75 Q) 


Reference Input: © BNC x 1 (loop-through x 1), 

Black Burst/HD 3 value SYNC, 75 Q auto 

BNC x 1, (HD/SD switchable) 

HD SDI: SMPTE 292M/296M/299M standard 

SD SDI: SMPTE 259M-C/272M-A standard, 
ITU-R BT.656-4 standard 


SDI Input: 


Video Output Signal 


SD Analog Composite Output: 

BNC x1 

BNC x 1, (HD/SD switchable) 

HD SDI: SMPTE 292M/296M/299M standard 

SD SDI: SMPTE 259M-C/272M-A standard, 
ITU-R BT.656-4 standard 


SDI Output: 


Video Adjustment Range 


Output Gain: —oo to +3 dB or - to +6 dB 
Chroma Output Gain: 
—eo to +3 dB 
Chroma Phase: +30° 
Setup Level: +10 % 
Sink Phase: +15 us 


SC Phase: +180° 


De-emphasis: T1=50 sec, T2=15 psec (ON/OFF auto) 


Audio Input 


Audio (Analog) Input: 
XLR x 4 (CH1/CH2/CH3/CH4), 
600 Q/high-impedance switchable, 
+4 dBu/O dBu/-3 dBu/-20 dBu switchable 
LINE/MIC/MIC+48 V switchable at CH2 
MIC: -60 dBu, MIC+48 V: Phantom +48 V, -60 dBu 


Digital Input: BNC x 2 (CH1/2, CH3/4), 


AES/EBU format SMPTE 276M 


SDI Input: BNC x 1 
HD Serial Digital: 
SMPTE 292M/296M/299M standard 
SD Serial Digital: 
SMPTE 259M-C/272M-A standard 
ITU-R BT. 656-4 (576/50i) standard 


Audio Output 


Audio (Analog) Output: 
XLR x 4 (CH1/CH2/CH3/CH4), low-impedance, 
+4 dBu/O dBu/-3 dBu/-20 dBu switchable 


Digital Input: BNC x 2 (CH1/2, CH3/4), 
AES/EBU format SMPTE 276M 
SDI Output: BNC x 1 (HD/SD switchable) 
HD SDI: SMPTE 292M/296M/299M standard 
SD SDI: SMPTE 259M-C/272M-A standard 
ITU-R BT. 656-4 (576/50i) standard 
Monitor Output: Pin jack x 2, -8 dBV, 600 Q 
Headphones: Stereo mini jack (3.5 mm diameter), 


8 Q, variable level 


Other Input/Output 


Time Code Input: BNC x 1, 0.5 V [p-p] to 8.0 V [p-p], 10 kQ 


Time Code Output: BNC x 1, 2.0 V [p-p] + 0.5 V [p-p], low impedance 


RS-422A Input: D-sub 9 pin, RS-422A Interface 


IEEE 1394 Input/Output: 
6 pin x 1, 
400 Mbps/200 Mbps/100 Mbps switchable 
IEEE 1394-1995 standard 
IEC 61883-Part1, Part2 standard 
SMPTE 396M standard 
AV/C Command Set standard 


USB 2.0: Host x 1, Device x 1 
LAN: 1000BASE-T/1 0OBASE-TX/10BASE-T x 1 
eSATA: eSATA 3Gbit port x 1 


*1: When an AJ-YCX250G AVCHD codec board (optional) is installed. 

*2: All of the above times apply when single clips are recorded continuously 
one after the other on the P2 card. Depending on the number of the clips to 
be recorded, the recordable time may be shorter than the times given above. 
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AJ-PD500 


General 


Power Source: AC 100 - 240 V, 50 Hz/60 Hz, 45 W 


DC 12 V, 3.6 A (included option) 


Operating Temperature: 0 °C to 40 °C (32 °F to 104 °F) 


Operating Humidity: 10 % to 80 % (no condensation) 


Storage Temperature: -20 °C to 50 °C (-4 °F to 122 °F) 


Weight: Approx. 3.65 kg (8.05 Ibs) (main unit only) 


Dimensions: 210 mm (W) x 125.5 mm (H) x 253 mm (D) 
(8-9/32 inches x 4-15/16 inches x 9-31/32 inches) 
(not including the Handle, set foot, 
knob and terminal) 


Resolution: AVC-Intra200 (option)*'/AVC-Intra100/ 
AVC-LongG50/AVC-LongG25/AVC-LongG12: 
1920 x 1080 (1080/59.94i, 1080/50i), 

1280 x 720 (720/59.94p, 720/50p) 
AVC-Intra100/AVC-LongG25: 

1920 x 1080 (1080/59.94p, 1080/50p) 
AVC-Intra50: 

1440 x 1080 (1080/59.94i, 1080/50i) 

960 x 720 (720/59.94p, 720/50p) 


Audio Specification (Digital Audio) 


Recording Media: P2 card, microP2 card 


Recording Formats: AVC-Intra200 (option)*'/AVC-Intra100/ 
AVC-Intra50/AVC-LongG50/AVC-LongG25/ 
AVC-LongG12/DVCPRO HD/ 
DVCPROS50/DVCPRO/DV (selectable) 


Proxy: File Format: 

MP4 (ISO/IEC14496 standard), 
MOV (QuickTime format) 

Video Compression Formats: 
MPEG4 Simple Profile, 
H.264/AVC Baseline Profile, 
H.264/AVC High Profile 

Audio: 
AAC-LC, Linear PCM 


Video Recording Signals: 
1080/59.94p, 1080/50p, 1080/59.94i, 
1080/50i, 1080/29.97p*"', 1080/25p*", 
1080/24p*', 1080/23.98p"", 
720/59.94p, 720/50p, 480/59.94i, 576/50: 
Audio Recording Signals: 
AVC-Intra200 (option)*": 
48 kHz 24 bit 16 CH 
AVC-Intra100/AVC-Intra50: 
48 kHz 24 bit 8 CH, 48 kHz 16 bit 8 CH 
AVC-LongG50/AVC-LongG25: 
48 kHz 24 bit 8 CH 
AVC-LongG12: 48 kHz 16 bit 4 CH 
DVCPRO HD: 48 kHz 16 bit 8 CH 
DVCPRO 50/DVCPRO: 48 kHz 16 bit 4 CH 


Video Specification (Digital Video) 
Sampling Frequency: 
AVC-Intra200 (option)**/AVC-Intra100/ 
AVC-LongG50/AVC-LongG25/DVCPRO HD: 
(59.94 Hz) Y: 74.1758 MHz, PB/Pr: 37.0879 MHz 
(50 Hz) Y: 74.2500 MHz, PB/Pr: 37.1250 MHz 
AVC-Intra100/AVC-LongG25 
(1080/59p) Y: 148.3516 MHz, PB/Pr: 74.1758 MHz 
(1080/50p) Y: 148.5000 MHz, PB/PR: 74.2500 MHz 
DVCPROSO: Y: 13.5 MHz, PB/PR: 6.75 MHz 
DVCPRO: Y: 13.5 MHz, Ps/Pr: 3.375 MHz 
AVC-Intra200 (option)*'/AVC-Intra100/ 
AVC-Intra50/AVC-LongG50/AVC-LongG25: 10 bit 
AVC-LongG12/DVCPRO HD/ 
DVCPRO50/DVCPRO/DV: 8 bit 
Video Compression Methods: 
AVC-Intra200 (option)*'/AVC-Intra100/AVC-Intra50: 
MPEG-4 AVC/H.264 Intra Profile 
AVC-LongG50/AVC-LongG25/AVC-LongG12*/ 
AVC-LongG6"': MPEG-4 AVC/H.264 High Profile 
DVCPRO HD: 
DV-Based Compression (SMPTE ST 370) 
DVCPRO50/DVCPRO: 
DV-Based Compression (SMPTE ST 314) 
DV: DV Compression (IEC 61834-2) 


Quantizing: 


Sampling Frequncy: 

48 kHz (synchronized with video) 
AVC-Intra200 (option)"'/AVC-LongG50/ 
AVC-LongG25/AVC-LongG12: 24 bit 
AVC-Intra100/AVC-Intra50: 24 bit/16 bit 
(selectable) 

DVCPRO HD/DVCPRO50/DVCPRO/DV: 16 bit 
12 dB/18 dB/20 dB (selectable) 

T1=50 us, T2=15 us (ON/OFF auto) 


Quantizing: 


Headroom: 
De-emphasis: 


Video Input 
Reference Input: BNC x1, 

Auto switching of black burst/HD 3-value sync 
SDI Input: BNC x 1 


Video Output 
Monitor Output: | BNC x 1, SD analog composite 


Reference through Output: 

BNC x 1 
SDI Output: BNC x 2 (HD/SD switchable) 
SDI Monitor Output: 
BNC x 1 (HD/SD switchable) 
HDMI x 1 (HDMI TypeA terminal), 
VIERA Link not supported 


HDMI Output": 


Audio Input 

Analog Input: XLR x 2 (CH1, CH2) 

Digital Input: BNC x 2 (CH1/2, CH3/4), AES/EBU Format 
SDI Input: BNC x 1 


Audio Output 
SDI Output: 
Analog Output: 


BNC x3 
XLR x 2(CH1, CH2), 
Monitor Output (L/R) switchable 
Digital Output: BNC x 2(CH1/2, CH3/4), AES/EBU Format 
Headphone Output: 3.5 mm Stereo Mini Jack x 1, 
8 Q, variable level 
HDMI Output: 2 channels (Linear PCM) 
Internal Speaker: Round x 1 (monaural) 


Other Input/Output 


Time Code Input: BNC x 1, 0.5 V [p-p] to 8.0 V [p-p], 10 kQ 
Time Code Output: BNC x 1, low impedance, 2.0 V [p-p] +0.5 V [p-p] 


REMOTE: D-SUB 9 pin x 1, RS-422A Interface 
PARALLEL REMOTE: 
D-SUB 15 pin x 1 
LAN: RJ-45 x 1, 1000BASE-T/100BASE-TX/10BASE-T 
USB Host: USB 3.0 HOST (TYPE A) x 1 
USB Device: USB 2.0 DEVICE (TYPE B) x 1 
Keyboard**: USB 2.0 (TYPE A) x 1 (maximum 100 mA) 


Standard Accessories 


Color Sampling: | AVC-Intra200 (option)*'/AVC-Intra100/ 
AVC-LongG50/AVC-LongG25: 
Y: Ps: Pr = 4: 2:2 


AC cable, CD-ROM (Manuals) 


*4: To be supported by firmware upgrade. For details, please visit 
Panasonic website (http://pro-av.panasonic.net/). 

*2: HDMI output does not support 480/59.94i and 576/50. Convert to 
480/59.94p and 576/50p for output. 

*3: This port is intended for keyboard connection. If the keyboard draws 
more than 100 mA, a protective circuit may shut down the unit. 


AG-HPD24 


General 


As of December, 2014 


Video Input 


Power Source: 7.2V DC/7.9V DC 


Power Consumption: 19.8 W 


Operating Temperature: 0 °C to 40 °C (32 °F to 104 °F) 


Operating Humidity: 10 % to 80 % (no condensation) 


Storage Temperature: -20 °C to 50 °C (-4 °F to 122 °F) 


Weight: Approx. 2 kg (4.41 Ib) (without battery) 
Approx. 2.3 kg (5.07 Ib) (with supplied battery) 


Dimensions: 214 mm (W) x 88 mm (H) x 200 mm (D) 
(8-7/16 inches x 3-7/16 inches x7-7/8 inches) 


(not including the support legs) 


Recording Media: P2 card 


Recording Formats*': 
AVC-Intra100/AVC-Intra50/DVCPRO HD/ 
DVCPRO50/DVCPRO/DV (selectable) 


Video Recording Signals: 
1080/59.94i, 1080/50, 1080/23.98p, 1080/24p, 
720/59.94p, 720/50p, 480/59.94i, 576/50i 


Audio Recording Signals: 
AVC-Intra100/50: 
48 kHz, 16 bit, 8 CH/24 bit, 4 CH (selectable) 
DVCPRO HD: 
48 kHz, 16 bit, 8 CH 
DVCPROSO: 
48 kHz, 16 bit, 4 CH 
DVCPRO/DV: 
48 kHz, 16 bit, 2 CH/4 CH selectable 


Video Specification (Digital Video) 


Sampling Frequencies: 
AVC-Intra100/DVCPRO HD (59.94 Hz): 
Y: 74.1758 MHz, PsB/PR: 37.0879 MHz 
AVC-Intra100/DVCPRO HD (50 Hz): 
Y: 74.2500 MHz, Ps/PrR: 37.1250 MHz 
DVCPROSO: Y: 13.5 MHz, Ps/Pr: 6.75 MHz 
DVCPRO: Y: 13.5 MHz, PB/Pr: 3.375 MHz 


AVC-Intra100/AVC-Intra50: 10 bit 
DVCPRO HD/DVCPRO50/DVCPRO/DV: 8 bit 


Quantization: 


Video Compression Methods: 
AVC-Intra100/50: 
MPEG-4 AVC/H.264 Intra Profile 
DVCPRO HD: 
DV-based Compression (SMPTE 370M) 
DVCPROS50/DVCPRO: 
DV-based Compression (SMPTE 314M) 
DV: 
DV Compression (IEC61834-2) 


Color Sampling: | AVC-Intra100: Y: Ps: PR = 4:2:2 


Resolution: AVC-Intra100: 
1920 x 1080 (1080/59.94i, 1080/50i) 
1280 x 720 (720/59.94p, 720/50p) 
AVC-Intra50: 
1440 x 1080 (1080/59.94i, 1080/50i) 
960 x 720 (720/59.94p, 720/50p) 


Audio Specification (Digital Audio) 


Sampling Frequency: 
48 kHz (synchronized with video) 


AVC-Intra100/AVC-Intra50: 16 bit/24 bit 
(selectable) 
DVCPRO HD/DVCPRO50/DVCPRO/DV: 16 bit 


Quantization: 


Headroom: 12 dB/18 dB/20 GB (selectable) 


De-emphasis: T1 = 50 us, T2 = 15 us (ON/OFF auto) 


Reference Input: BNC x1, 
Auto switching of black burst/HD tri-level sync 
SDI input: BNC x 1 


Video Output 
Video Output: 
SDI Output: 
HDMI Output: 


BNC x 1, SD Analog Composite 
BNC x 1, HD SDI/SD SDI switchable 
HDMI x 1 (HDMI type A), 

3D supported (VIERA link not supported) 
When 59.94 Hz of system frequency 
1080/59.94i Frame Packing / 
Side-by-Side selectable (3D only), 
720/59.94p Frame Packing / 
Side-by-Side selectable (3D only), 
1080/59.94i, 720/59.94p, 480/59.94p 
When 50 Hz of system frequency 
1080/50i Frame Packing / 
Side-by-Side selectable (3D only), 
720/50p Frame Packing / 
Side-by-Side selectable (3D only), 
1080/50i, 720/50p, 576/50p 

When 23.98 Hz of system frequency 
1080/23.98p Frame Packing / 
Side-by-Side selectable (3D only), 
1080/23.98p 

When 24 Hz of system frequency 
1080/24p Frame Packing / 
Side-by-Side selectable (3D only), 
1080/24p 


Audio Input 
Analog Inputs: XLR x 2 (CH1, CH2) 
SDI Input: BNC x 1 


Audio Output 

SDI Output: BNC x 1 

Monitor Outputs: Pin jacks x 2, -10 dBV, 600 Q 

Headphone Output: Stereo mini jack (3.5 mm dia.), 8 Q, variable level 
HDMI Output: 2 channels (Linear PCM) 

Internal Speaker: — Round x 1 (monaural) 


Other Input/Output 
Time Code Input: BNC x 1, 0.5 V [p-p] to 8.0 V [p-p], 10 kQ 
Time Code Output: BNC x 1, low impedance, 2.0 V [p-p] +0.5 V [p-p] 
RS-422A Input/Output: 
9 pin D-SUB x 1, RS-422A interface 
USB 3.0 (Host): — Type Ax 1 
USB 2.0 (Device): Type Bx1 
For connection of 3D REC/PB or SYNC PB modes: 
9 pin D-SUB x 1, RS-422A interface 
USB 2.0 Devices (Type A) x 1 


Keyboard: USB 2.0 (Type A) x 1 (maximum 100 mA) 
Monitor 
LCD Monitor: 87.63 mm (3.45 inches), approx. 921,000 pixels 


Included Accessories: 


Battery (5400 mAh), Battery charger, AC adaptor, 
3D connection label and Software CD-ROM 


1: 3D recording and playback is possible only in the AVC-Intra codec. *2: 
Multi Media Cards cannot be used. 
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